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Rules  and  Regulations 


with  the  regulations  in  this  subpart. 
Bison  may  not  be  moved  interstate  ex¬ 
cept  as  provided  in  Subpart  E  of  this  part. 

5.  Paragraph  (b)  of  8  78.15  is  amended 
to  read. 

§  78.15  Slaughtering  establishments. 


Signed  at  Washington,  D.C.,  on  Janu¬ 
ary  24, 1964. 

George  L.  Mehren, 
Assistant  Secretary. 

[FJt.  Doc.  64-929;  Filed,  Jan.  29,  1964; 
8:47  am.] 


Chapter  X — Agricultural  Marketing 
Service  (Marketing  Agreements 
and  Orders;  Milk),  Department  of 
Agriculture 

[Milk  Order  127] 

PART  1127— MILK  IN  SAN  ANTONIO, 

TEXAS,  MARKETING  AREA 

Order  Suspending  Certain  Provisions  Chapter  I — Agricultural  Research  §§78.18  and  78.19  are  published  in*the 
to  the  provMonfi  of  th.  Agri-  Service,  Department  of  Agriculture 
cultural  Mar  r*  «ni  pt  <ipn  l  SUBCHAPTER  c — interstate  transportation  merits  may  also  be  obtained  from  the 

in  the  San  Antoni?,  Texas,  mar-  PART  78— BRUCELLOSIS  tors  and  State  Inspectors. 

keting  area  (7  CFR  Part  1127) ,  it  is  here-  Miscellaneous  Amendments  6.  A  new  subpart  E  is  added,  reading  as 

by  found  and  determined  that:  follows: 

(a)  The  following  provisions  of  the  On  July  18,  1963,  there  was  published  e  .  _  _ 

order  no  longer  tend  to  effectuate  the  in  the  Federal  Register  (28  FJt.  7348)  5ubpart  t — Restrictions  on  Movement 
declared  policy  of  the  Act  for  the  month  a  notice  with  respect  to  proposed  amend-  of  Bison  Because  of  Brucellosis 
of  February:  ments  to  Part  78,  Subchapter  C,  Chapter 

(1)  Section  1127.65(a);  and  I.  Title  9,  Code  of  Federal  Regulations.  78.17  General  restriction. 

(2)  In  §  1127  65(b)  the  provision  “dur-  After  due  consideration  of  all  relevant  78.18  Movement  of  brucellosis  reactor  bison, 
ine  the  months  of  August  and  January”  material  submitted  in  connection  with  78.19  Movement  ot  bison  for  immediate 

fh!  Nntirp  of  nronosed  rule  making  such  Notice  and  pursuant  to  the  provi-  slaughter. 

p«bHcNpr^ePSd  “ir  '0r  PUrP““  °'her 

notice  of  the  effective  date  hereof  are  °f  ^toy  29,  1884,  m  amraded,  sectioi  78.21  Movement  of  bison  from  public  zoo  to 
impractical,  unnecessary,  and  contrary  and  2  of  the  Act  of  February  2,  1903,  m  public  zoo. 

to  the  Dublic  interest  in  that  *  amended,  section  3  of  the  Act  of  March  3,  78.22  Handling  of  bison  in  transit. 

(D  TWs  suspen^onorder  does  not  re-  lltSS 

quire  of  persons  affected  substantial  or  ....  -  10<f  -A.  10c  ’  Authority:  The  provisions  of  this  Subpart 

extensive  preparation  prior  to  the  effec-  *■  6.  »  stat.  82,  m 

tive  date  tions  in  Part  78,  as  amended,  restricting  amended,  secs,  l,  2,  32  Stat.  791-792,  as 

TsiThi*  <?n<?npn«;inn  order  neee««arv  the  interstate  movement  of  domestic  ani-  amended,  sec.  3,  33  Stat.  1265,  as  amended, 

(2)  This  suspension  oraer  is  necessary  because  0f  brucellosis,  are  hereby  sec.  is,  65  stat.  693;  21  ujs.c.  111-113,  H4a- 

forth®  amended  In  the  following  re-  >.  wo.  wi,  125,  134  b  and  1;  19  f.r.  74.  a. 
and  to  maintain  orderly  marketing  con—  _  amended;  9  CFR  78. 16. 

ditions  in  the  marketing  area.  spects: 

(3)  This  suspension  order  would  make  ^  The  title  of  said  part  is  amended  §  78.17  General  restriction. 

effective  for  the  month  of  February  a  to  read:  Part  78 — Brucellosis.  Bison  may  not  be  moved  Interstate 

rate  of  compensatory  payment  at  the  2.  Paragraph  (a)  of  §  78.1  is  amended  except  in  compliance  with  the  regula- 

difference  between  the  Class  I  milk  price  to  read:  tions  in  this  subpart. 

and  the  blend  price  to  producers  rather  R, '  p  __  ,,  „  . 

than  O  rotn  noinnanf  of  tho  Hiffaronne  §  78,1  Definitions.  §  78.18  Movement  of  brucellosis  reactoi 


3.  Paragraph  (c)  of  §  78.3  is  amended 
to  read: 

§  78.3  Certificates  pertaining  to  move¬ 
ment  of  animals. 


l 
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§  78.20  Movement  of  bison  for  purposes 
other  than  slaughter. 

(a)  Bison  steers  and  spayed  heifers 
may  be  moved  interstate  without  restric¬ 
tion  under  this  subpart. 

(b)  Bison  of  the  following  classes, 
from  herds  not  known  to  be  affected 
with  brucellosis,  may  be  moved  inter¬ 
state  under  this  subpart  if  accompanied 
by  a  certificate  issued  by  a  State  or  Fed¬ 
eral  inspector  or  an  accredited  veteri¬ 
narian  showing  (1)  the  brucellosis  status 
of  the  herd  of  origin  (brucellosis-free 
or  unknown) ;  (2)  whether  or  not  the 
animals  have  been  officially  vaccinated 
against  brucellosis;  (3)  the  eartag  num¬ 
ber,  brand  or  other  positive  identification 
of  each  animal;  (4)  the  name  and  ad¬ 
dress  of  the  consignor  and  that  of  the 
consignee  of  the  animals;  and  (5)  the 
destination  of  the  animals : 

(i)  Bison  which  have  been  subjected 
to  a  blood  agglutination  brucellosis  test 
or  other  brucellosis  test  recognized  by 
the  Secretary  of  Agriculture,  under  the 
supervision  of  a  Federal  or  State  veteri¬ 
nary  official  or  an  accredited  veteri¬ 
narian,  within  30  days  prior  to  the  date 
of  movement  interstate,  and  found  nega¬ 
tive.  If  reactors  to  the  test  are  found 
among  animals  so  tested,  the  exposed 
animals  may  be  moved  interstate  only 
under  the  provisions  of  S  78.19. 

(ii)  Officially  vaccinated  bison  under 
30  months  of  age  which  are  not  par¬ 
turient  (springers)  or  post-parturient. 

(iii)  Bison  from  a  herd  which  has  been 
declared  free  of  brucellosis  by  the  co¬ 
operating  State  and  Federal  livestock 
sanitary  officials  of  the  State  in  which 
the  herd  is  located. 

(iv)  Bison  calves  under  4  months  of 
age. 

§  78.21  Movement  of  bison  from  public 
zoo  to  public  zoo. 

Bison  originating  in  a  zoo  owned  by 
the  public  moving  to  another  such  zoo 
and  handled  in  accordance  with  S  78.22 
may  be  moved  interstate  without  further 
restriction  under  this  subpart. 

§  78.22  Handling  of  bison  in  transit. 

Bison  moving  under  §9  78.19,  78.20,  or 
78.21  of  this  subpart  shall  be  moved 
interstate  only  in  clean  vehicles,  and,  if 
unloaded  in  the  course  of  such  move¬ 
ment,  shall  be  handled  only  in  clean 
pens  at  stockyards,  or  good,  water,  and 
rest  stations. 

§  78.23  Other  movements. 

The  Director  of  the  Division  may  pro¬ 
vide  for  the  movement,  not  otherwise 
provided  for  in  this  subpart,  of  bison  not 
known  to  have  reacted  to  a  test  for 
brucellosis,  under  such  conditions  as  he 
may  prescribe  to  prevent  the  spread  of 
brucellosis.  The  Director  of  the  Divi¬ 
sion  will  promptly  notify  the  appropriate 
livestock  sanitary  officials  of  the  States 
Involved  of  any  such  action. 

(Secs.  4.  6,  28  Stat.  32,  as  amended,  secs.  1,  2, 
32  Stat.  791-792,  as  amended,  sec.  3,  33  Stat. 
1265,  as  amended,  sec.  13,  65  Stat.  693;  21 
UJ3.0.  111-113,  114a-l,  120,  121,  125,  134  b 
and  f;  19  Fit.  74,  as  amended;  9  CFR  78.16) 

The  amendment  includes  bison  within 
the  applicable  provisions  of  the  regula¬ 
tions  in  this  part.  The  amendment  is 
considered  necessary  as  many  bison 


herds  in  this  country  are  known  to  be 
affected  with  brucellosis.  It  is  believed, 
therefore,  that  there  is  a  definite  need 
for  restrictions  to  be  placed  on  the  inter¬ 
state  movement  of  these  animals. 

Effective  date .  The  foregoing  amend¬ 
ment  shall  become  effective  30  days  after 
publication  in  the  Federal  Register. 

Done  at  Washington,  D.C.,  this  24th 
day  of  January  1964. 

M.  R.  Clarkson, 

Acting  Administrator, 
Agricultural  Research  Service. 
[F.R.  Doc.  64-930;  Filed,  Jan.  29,  1964; 
8:48  a.m.] 

Title  14-AERONAUTICS  AND 
SPACE 

Chapter  I — Federal  Aviation  Agency 

[Reg.  Docket  No.  3060;  Arndt.  1,  Reg.  No. 
SR-460AJ 

part  4b— AIRPLANE  AIRWORTHI¬ 
NESS;  TRANSPORT  CATEGORIES 

PART  40— SCHEDULED  INTERSTATE 
AIR  CARRIER  CERTIFICATION  AND 
OPERATION  RULES 

PART  41 — CERTIFICATION  AND  OP¬ 
ERATION  RULES  FOR  CERTIFICATED 
ROUTE  AIR  CARRIERS  ENGAGING 
IN  OVERSEAS  AND  FOREIGN  AIR 
TRANSPORTATION  AND  AIR 
TRANSPORTATION  WITHIN  HA¬ 
WAII  AND  ALASKA 

PART  42— AIRCRAFT  CERTIFICATION 
AND  OPERATION  RULES  FOR  SUP¬ 
PLEMENTAL  AIR  CARRIERS,  COM¬ 
MERCIAL  OPERATORS  USING 
LARGE  AIRCRAFT,  AND  CERTIFI¬ 
CATED  ROUTE  AIR  CARRIERS  EN¬ 
GAGING  IN  CHARTER  FLIGHTS  OR 
OTHER  SPECIAL  SERVICES 

PART  91— GENERAL  OPERATING 
AND  FLIGHT  RULES  [NEW] 

Special  Civil  Air  Regulation;  Airspeed 
Operation  Limitation  for  Transport 
Category  Airplanes 

Special  Civil  Air  Regulation  No.  SR- 
450A,  effective  August  31,  1962,  requires, 
in  part,  that  on  or  before  February  1, 
1964,  all  turbine-powered  transport  cate¬ 
gory  airplanes  certificated  under  the 
provisions  of  Part  4b  in  effect  prior  to 
May  3,  1962,  be  equipped  with  an  aural 
speed  warning  device: 

A  number  of  operators  of  turboprop 
airplanes  affected  by  SR-450A  have  re¬ 
quested  further  extension  of  this  com¬ 
pliance  date,  contending  that  in  some 
cases  unforeseen  delays  occurred  in  the 
development  of  a  satisfactory  device  and 
in  others  difficulties  in  production  caused 
a  high  rate  of  rejection.  These  operators 
state  that  the  necessary  parts  cannot  be 
obtained  in  time  to  permit  completing 
the  installation  and  checking  by  the  Feb¬ 
ruary  1,  1964,  compliance  date.  A  few 
of  these  operators  requested,  and  were 
granted,  individual  extensions  of  the 
compliance  date  until  April  1, 1964,  which 


they  considered  a  sufficient  time  in  which 
to  comply.  However,  a  majority  of  the 
operators  have  found  that  a  longer  ex. 
tension  is  necessary  to  comply  with  the 
provisions  of  section  1(b)  of  SR-450A 

The  Agency  has  determined  that,  for 
the  aforementioned  reasons  and  despite 
diligent  efforts  on  their  part,  many  per. 
sons  affected  by  SR-450A  will  not  be 
able  to  comply  with  the  provisions  of 
section  1(b)  before  the  specified  date 
of  February  1,  1964.  The  requirements 
of  section  1(a),  governing  the  airplane 
flight  manual  and  airspeed  instrument 
marking,  have  been  complied  with,  and 
will  permit  an  indication  of  the  Vmo 
speed  limit  on  these  turboprop  airplanes. 
In  view  of  this,  a  further  period  of  re- 
lief  may  be  granted  to  operators  of  tur¬ 
boprop  airplanes  without  adversely  af¬ 
fecting  safety.  In  general,  operators  of 
other  turbine-powered  airplanes  have 
not  experienced  the  same  difficulty  in 
meeting  the  February  1, 1964,  compliance 
date  and  no  generally  applicable  exten¬ 
sion  is  necessary  for  such  airplanes.  Ac¬ 
cordingly,  SRr-450A  is  being  amended 
to  change  the  February  1,  1964,  compli¬ 
ance  date  to  August  1, 1964,  for  turboprop 
airplanes. 

Since  this  amendment  provides  relief 
from  a  previous  regulation  and  imposes 
no  additional  burden  on  any  person,  no¬ 
tice  and  public  procedure  hereon  are  un¬ 
necessary,  and  it  may  be  made  effective 
on  less  than  30  days’  notice. 

In  consideration  of  the  foregoing,  ef¬ 
fective  February  1,  1964,  section  1(b)  of 
Special  Civil  Air  Regulation  No.  SR- 
450A  is  hereby  amended  by  deleting  the 
words  "On  or  before  February  1,  1964," 
and  inserting  in  lieu  thereof,  “On  or  be¬ 
fore  August  1,  1964,  for  turboprop  air¬ 
planes  and  on  or  before  February  1, 
1964,  for  all  other  turbine-powered  air¬ 
planes,”. 

This  amendment  is  made  under  the 
authority  of  sections  313(a),  601,  603, 
604  ;  72  Stat.  752,  775,  776,  778,  (49  U.S.C. 
1354,  1421,  1423,  1424). 

Issued  in  Washington,  D.C.,  on  Jan¬ 
uary  27, 1964. 

N.  E.  Halaby, 
Administrator. 

[F.R.  Doc.  64-954;  Filed.  Jan.  29,  1964; 

8:50  a.m.] 


[Airspace  Docket  No.  63-WA-94] 

PART  71— DESIGNATION  OF  FEDERAL 

AIRWAYS,  CONTROLLED  AIRSPACE, 
AND  REPORTING  POINTS  [NEW! 

Alteration  of  Continental  Control  Area 

The  purpose  of  this  amendment  to 
§  71.151  of  the  Federal  Aviation  Regula¬ 
tions  is  to  add  Restricted  Area  R-5104, 
Melrose,  N.  Mex.,  to  the  continental  con¬ 
trol  area  for  the  purpose  of  air  traffic 
control. 

Restricted  Area  R-5104  is  presently 
designated  from  the  "Surface  to  23,000 
feet  MSL”  during  the  hours  of  “Sunrise 
to  sunset,”  and  is  a  joint  use  area  with 
the  Albuquerque  ARTC  Center  acting  as 
the  controlling  agency.  The  Command¬ 
er,  Cannon  AFB  is  the  using  agency. 

The  inclusion  of  R-5104  in  the  conti¬ 
nental  control  area  will  provide  for  air 
traffic  control  in  this  airspace  from  14,500 
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feet  MRT-  to  23,000  feet  MSL  when  It  can 
be  released  on  a  joint  use  basis  by  the 
using  agency. 

Since  this  amendment  is  minor  in 
nature,  compliance  with  the  notice,  pub¬ 
lic  procedure  and  effective  date  provi¬ 
sions  of  section  4  at  the  Administrative 
Procedure  Act  Is  unnecessary  and  it  may 
be  made  effective  upon  public  publica¬ 
tion. 

In  consideration  of  the  foregoing,  the 
following  action  is  taken:  In  9  71.151 
(27  PH.  220-54,  November  10,  1962), 
“R-5104  Melrose,  N.  Mex.”  is  added. 

This  amendment  shall  become  effective 
upon  the  date  of  publication  in  the  Fed¬ 
eral  Register. 

(Sec.  307(a).  72  Stat.  740;  49  TJJB.C.  1348) 

Issued  in  Washington,  D.C.,  on  Jan¬ 
uary  22,  1964. 

Clifford  P.  Burton, 
Acting  Director, 

Air  Traffic  Service. 

[FA.  Doc.  64-903;  Filed,  Jan.  29,  1964; 
8:46  ajn.) 
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[Airspace  Docket  No.  64-EA-12] 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  CONTROLLED  AIRSPACE, 
AND  REPORTING  POINTS  [NEW! 

PART  75— ESTABLISHMENT  OF  JET 
ROUTES  [NEW! 


6.  In  the  text  |  71.207  (29  F.R.  1223) 
“Idlewild,  N.Y.,”  is  deleted  and  “Ken¬ 
nedy,  N.Y.,”  is  substituted  therefor. 

7.  In  9  75.100  (29  F.R.  1287)  wherever 
the  name  ‘Idlewild”  appears  the  name 
“Kennedy”  Is  substituted  therefor. 

These  amendments  shall  become  effec¬ 
tive  0001  e.s.t.,  April  2,  1964. 

Alteration  of  Federal  Airways,  Control  (sec.  307(a),  72  stat.  749;  49  ujs.c.  1348) 

Area  Extension,  Control  Zone,  Re-  .  _  .  _ 

porting  Point,  Jot  Route,  and  Jet  Washington,  D.C.  on  Janu- 

AdvUory  Areo.  ary  24, 1964.  H.  B.  Helstrou, 

On  December  24,  1963,  the  New  York  .  Acting  Chief, 

International  Airport  was  renamed  the  Airspace  Utilization  Division. 

John  F.  Kennedy  International  Airport  [F.R.  doc.  64-938;  Filed,  Jan.  29,  1964; 
in  honor  of  our  late  President.  8:49  a.m.] 

The  purpose  of  these  amendements  to  _ 

the  Federal  AviaUcm  Regjdatiras  is  to  [Airspace  Docket  No.  63-CE-W1 

change  the  name  of  Idlewild  to  Kennedy 

wherever  it  appears  in  Parts  71  [New]  PART  73 — SPECIAL  USE  AIRSPACE 
and  75  [New].  [NEW] 

Since  these  amendments  are  editorial 

in  nature  and  impose  no  additional  bur-  -  Alteration  of  Restricted  Area 
den  on  any  person,  compliance  with  Sec-  Qn  October  16,  1963,  a  notice  of  pro- 
tion  4  of  the  Administrative  Procedure  posed  rule  making  was  published  in  the 
Act  is  unnecessary.  However,  since  it  is  Federal  Register  <28  FJR.  11074)  stating 
necessary  that  sufficient  time  be  allowed  thp  Federal  Aviation  Agency  was 

to  permit  appropriate  changes  to  be  made  considering  an  amendment  to  9  73.42  of 
on  aeronautical  charts,  these  amend-  the  Federal  Aviation  Regulations  which 
merits  will  become  effective  more  than  would  alter  the  dimensions  of  the  Mount 
thirty  days  after  publication.  Clemens,  Mich.,  (Selfridge  AFB) ,  Re¬ 

in  consideration  of  the  foregoing  and  stricted  Area/Military  Climb  Corridor 
pursuant  to  the  authority  delegated  to  R-4203. 

me  by  the  Administrator  (25  FJR..  12582) ,  Interested  persons  were  afforded  an 
the  following  actions  are  taken:  opportunity  to  participate  in  the  rule- 

1.  In  9  71.123  (29  FJt.  1009)  wherever  m airing-  through  submission  of  com- 

the  name  “Idlewild”  appears  the  name  ments.  AH  comments  received  were 
“Kennedy”  is  substituted  therefor.  favorable. 

2.  In  9  71.143  (29  FJt.  1049)  wherever  The  substance  of  the  proposed  amend- 

the  name  “Idlewild”  appears  the  name  ment  having  been  published  and  for  the 
“Kennedy”  is  substituted  therefor.  reasons  stated  in  the  Notice,  the  follow- 

3.  Section  71.163  (29  F.R.  1068)  is  ing  action  is  taken: 

amended  as  follows:  In  the  text  of  Con-  in  9  73.42  Michigan,  (28  F.R.  19-26, 
trol  1169  wherever  the  name  “Idlewild”  January  26,  1963),  Rr-4203  Mount 

appears  the  name  “Kennedy”  is  substi-  Clemens,  Mich.  (Selfridge  AFB) ,  Re- 
tuted  therefor.  stricted  Area/Military  Climb  Corridor,  is 

4.  Section  71.165  (29  PH.  1073)  is  amended  to  read: 

amended  as  follows:  R-4203  Mount  Clemens,  Mich.  (Self ridge 

a.  In  the  text  of  Harrisburg,  Pa.,  AFB),  Restricted  Area/Military  Climb 
“Idlewild,  N.Y.,  VORTAC”  is  deleted  and  corridor. 

“Kennedy,  N.Y.,  VORTAC”  is  substituted  Boundaries.  From  a  point  of  beginning  at 
therefor.  latitude  42  ”39 '35"  N.,  longitude  82°  50 '06"  W., 

b.  In  the  text  of  New  York,  N.Y.,  the  area  centered  on  a  bearing  therefrom  of 

.  .7  ..  .»  008*,  extending  to  a  point  30  nml  N.,  having 

wherever  the  name  Idlewild  appears  ^th  of  j  at*^e  banning  and  ex- 

the  name  “Kennedy”  is  substituted  pandlng  uniformly  to  a  width  of  6  nml  at 

therefor.  the  outer  extremity. 

5.  Section  71.171  (29  F.R.  1101)  is  Designated  altitudes. 

amended  as  follows:  New  York,  N.Y.  Surface  to  flight  level  240  from  the  point 

(International  Airport),  is  amended  to  of  beginning  to  3  nml  N. 

rea(j.  2,000  feet  MSL  to  flight  level  240  freon  3 

nml  to  6  nml  N  of  the  point  of  beginning. 
New  York,  N.Y.,  (International  Airport)  5,000  feet  MSL  to  flight  level  J240  from  6 

Within  a  5-mlle  radius  of  John  F.  Kennedy  nml  to  10  nml  N  of  the  point  of  beginning. 
International  Airport  (latitude  40°38'29"  N.,  9,000  feet  MSL  to  flight  level  240  from  10 

longitude  73 *46 ’41"  W.);  within  a  5-mlle  nml  to  15  nml  N  of  the  point  of  beginning, 
radius  of  NAS  New  York,  N.Y.,  (latitude  40*-  14,000  feet  MSL  to  flight  level  240  from  15 

36'40"  N„  longitude  73°53'30"  W.);  within  to  21  nml  N  of  toe  point  of  beginning  _ 

2  miles  either  side  of  the  121“  bearing  from  ofthe  |ofntof  be0nrt£. 

the  Kennedy  RBN  extending  from  the  RBN  20,000  feet  mst.  to  flight  level  240  from  26 
to  10  miles  SB  of  the  RBN;  within  2  miles  nml  to  30  nml  N  of  the  |olnt  of  beginning, 
either  side  of  the  211°  bearing  from  the  Time  of  designation.  Continuous. 

Kennedy  RBN  extending  from  the  John  F.  Using  agency.  Self  ridge  AFB  Approach 

Kennedy  International  5-mile  radius  zone  to  Control. 

19  miles  SW  of  the  RBN;  and  within  2  miles  .  ,  ,  .  „ 

either  Mde  o!  the  010*  beering  Irom  the  eff“‘ 

Scotland,  NJ.  RBN  extending  from  the  NAS  *1™  0001  est-’  April  2’  19M- 
New  York  5-mlle  radius  zone  to  the  RBN.  (Sec.  807(a),  72  Stat.  749;  49  U.S.C.  1348) 
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Issued  in  Washington,  D.C.,  on  Janu¬ 
ary  22. 1994. 

Clifford  P.  Burton, 

Acting  Director, 

Air  Traffic  Service. 

[F.R.  Doc.  64-006;  Filed,  Jan.  29.  1964; 
8:46  ajn.j 

Title  16-COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  No.  0-678] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Glotzer  and  Glotzer,  Inc.,  et  al. 

Subpart — Advertising  falsely  and  mis¬ 
leadingly:  S  13.155  Prices;  S  13.155-40 
Exaggerated  as  regular  and  customary. 
Subpart — Concealing,  obliterating  or  re¬ 
moving,  law  required  and  informative 
marking:  S  13.512  Fur  products  tags  or 
identification.  Subpart — Invoicing  prod¬ 
ucts  falsely:  8  13.1108  Invoicing  products 
falsely;  §  13.1108-45  Fur  Products  Label¬ 
ling  Act.  Subpart — Misbranding  or  mis¬ 
labeling:  S  13.1212  Formal  regulatory 
and  statutory  requirements;  §  13.1212-30 
Fur  Products  Labeling  Act.  Subpart — 
Neglecting,  unfairly  or  deceptively,  to 
make  material  disclosure:  S  13.1845  Com¬ 
position;  8  13.1845-30  Fur  Products  La¬ 
beling  Act;  §  13.1852  Formal  regulatory 
and  statutory  requirements;  8  13.1852-35 
Fur  Products  Labeling  Act;  8 13.1865 
Manufacture  or  preparation;  8  13.1865-40 
Fur  Products  Labeling  Act;  8 13.1900 
Source  or  origin;  8  13.1900-40  Fur  Prod¬ 
ucts  Labeling  Act;  8  13.1900-40(b)  Place. 

(Sec.  6,  38  St&t.  721;  15  UJ3.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended; 
sec.  8,  65  Stat.  179;  15  U8.C.  45,  69f)  [Cease 
and  desist  order,  Glotzer  and  Glotzer,  Inc., 
et  al.,  Hartford,  Conn.,  Docket  C-678,  Jan. 
13, 1963] 

In  the  Matter  of  Glotzer  and  Glotzer, 

Inc.,  a  Corporation,  Isadore  Glotzer, 

Sara  Glotzer,  and  William  B.  Glotzer, 

Individually  and  as  Officers  of  Said 

Corporation 

Consent  order  requiring  retail  furriers 
in  Hartford,  Conn.,  to  cease  violating  the 
Pur  Products  Labeling  Act  by  failing,  in 
labeling,  invoicing  and  advertising,  to 
show  the  true  animal  name  of  fur  and  to 
use  the  term  “natural”  where  required; 
failing  to  show  the  registered  identifica¬ 
tion  of  the  manufacturer  on  labels  and 
the  country  of  origin  of  imported  furs 
on  invoices;  Invoicing  “Spotted  Cat” 
falsely  as  “Leopard  Cat”;  advertising 
prices  as  reduced  from  usual  retail  prices 
which  were  fictitious;  falling  to  keep 
adequate  records  as  a  basis  for  pricing 
claims;  substituting  non-conforming 
labels  for  those  originally  affixed  to  fur 
products  and  failing  to  comply  in  other 
respects  with  requirements  of  the  Act. 

The  order  to  cease  and  desist,  includ¬ 
ing  further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 


It  is  ordered.  That  respondents  Glotzer 
and  Glotser,  Inc.,  a  corporation,  and  its 
officers,  and  Isadore  Glotzer,  Sara  Glot¬ 
zer  and  William  B.  Glotzer,  individually 
and  as  officers  of  said  corporation  and 
respondents’  representatives,  agents  and 
employees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection 
with  the  introduction,  into  commerce,  or 
the  sale,  advertising  or  offering  for  sale 
in  commerce,  or  the  transportation  or 
distribution  in  commerce,  of  any  fur 
product;  or  in  connection  with  the  sale, 
advertising,  offering  for  sale,  transporta¬ 
tion  or  distribution,  of  any  fur  product 
which  is  made  in  whole  or  in  part  of  fur 
which  has  been  shipped  and  received  in 
commerce,  as  the  terms  “commerce”, 
“fur”  and  “fur  product”  are  defined  in 
the  Pur  Products  Labeling  Act,  do  forth¬ 
with  cease  and  desist  from : 

A.  Misbranding  fur  products  by: 

1.  Failing  to  affix  labels  to  fur  prod¬ 
ucts  showing  in  words  and  in  figures 
plainly  legible  all  of  the  information  re¬ 
quired  to  be  disclosed  by  each  of  the 
subsections  of  section  4(2)  of  the  Pur 
Products  Labeling  Act. 

2.  Failing  to  set  forth  the  term  “Nat¬ 
ural”  as  part  of  the  information  required 
to  be  disclosed  on  labels  under  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  to 
describe  fur  products  which  are  not 
pointed,  bleached,  dyed,  tip-dyed,  or 
otherwise  artificially  colored. 

3.  Setting  forth  information  required 
under  section  4(2)  of  the  Fur  Products 
Labeling  Act  and  the  rules  and  regula¬ 
tions  promulgated  thereunder  in  hand¬ 
writing  on  labels  affixed  to  fur  products. 

4.  Failing  to  set  forth  information  re¬ 
quired  under  section  4(2)  of  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  on 
labels  in  the  sequence  required  by  Rule 
30  of  the  aforesaid  rules  and  regulations. 

5.  Failing  to  set  forth  on  labels  the 
item  number  or  mark  assigned  to  a  fur 
product. 

B.  Falsely  or  deceptively  invoicing  fur 
products  by: 

1.  Failing  to  furnish  invoices  to  pur¬ 
chasers  of  fur  products  showing  in  words 
and  figures  plainly  legible  all  the  Infor¬ 
mation  required  to  be  disclosed  in  each 
of  the  subsections  of  section  5(b)(1)  of 
the  Fur  Products  Labeling  Act. 

2.  Setting  forth  on  invoices  pertaining 
to  fur  products  any  false  or  deceptive 
information  with  respect  to  the  name  or 
designation  of  the  animal  or  animals 
that  produced  the  fur  contained  in  such 
fur  product. 

3.  Setting  forth  information  required 
under  section  5(b)  (1)  of  the  Fur  Prod¬ 
ucts  Labeling  Act  and  the  rules  and  reg¬ 
ulations  promulgated  thereunder  in 
abbreviated  form. 

4.  Falling  to  set  forth  the  term  “Nat¬ 
ural”  as  part  of  the  Information  re¬ 
quired  to  be  disclosed  on  invoices  under 
the  Fur  Products  Labeling  Act  and  rules 
and  regulations  promulgated  thereunder 
to  describe  fur  products  which  are  not 
pointed,  bleached,  dyed,  tip-dyed  or 
otherwise  artificially  colored. 

5.  Failing  to  set  forth  on  invoices  the 
item  number  or  mfcrk  assigned  to  fur 
products. 


C.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any  ad- 
vertisement,  representation,  public  an¬ 
nouncement  or  notice  which  is  intended 
to  aid,  promote,  or  assist,  directly  or 
indirectly,  in  the  sale,  or  offering  for  sale 
of  any  fur  product,  and  which: 

1.  Fails  to  set  forth  in  words  and  figures 
plainly  legible  all  the  information  re¬ 
quired  to  be  disclosed  by  each  of  the  sub¬ 
sections  of  section  5(a>  of  the  Fur  Prod¬ 
ucts  Labeling  Act. 

2.  Fails  to  set  forth  the  term  “Natural” 
as  part  of  the  information  required  to  be 
disclosed  in  advertisements  under  the 
Fur  Products  Labeling  Act  and  the  rules 
and  regulations  promulgated  thereunder 
to  describe  fur  products  which  are  not 
pointed,  bleached,  dyed,  tip-dyed  or 
otherwise  artificially  colored. 

3.  Represents,  directly  or  by  implies- 
tion,  that  any  price,  when  accompanied 
or  unaccompanied  by  any  descriptive 
language,  was  the  price  at  which  the 
merchandise  advertised  was  usually  and 
customarily  sold  at  retail  by  the  respond¬ 
ents  unless  such  advertised  merchandise 
was  in  fact  usually  and  customarily  sold 
at  retail  at  such  price  by  respondents  in 
the  recent  past. 

4.  Misrepresents  in  any  manner  the 
savings  available  to  purchasers  of  re¬ 
spondents’  fur  products. 

5.  Falsely  or  deceptively  represents  in 
any  manner  that  prices  of  respondents’ 
fur  products  are  reduced. 

D.  Making  claims  and  representations 
of  the  types  covered  by  subsections  (a), 
(b) ,  (c)  and  (d)  of  Rule  44  of  the  rules 
and  regulations  promulgated  under  the 
Fur  Products  Labeling  Act  unless  there 
are  maintained  by  respondents  full  and 
adequate  records  disclosing  the  facts 
upon  which  such  claims  and  representa¬ 
tions  are  based. 

It  is  further  ordered.  That  Glotzer  and 
Glotzer,  Inc.,  a  corporation  and  its  of¬ 
ficers  and  Isadore  Glotzer,  Sara  Glotzer 
and  William  B.  Glotzer  individually  and 
as  officers  of  the  said  corporation  and 
respondents’  representatives,  agents  and 
employees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection 
with  the  introduction,  sale,  advertising 
or  offering  for  sale,  in  commerce,  or  the 
processing  for  commerce,  of  fur  prod¬ 
ucts;  or  in  connection  with  the  selling, 
advertising,  offering  for  sale,  or  proc¬ 
essing  of  fur  products  which  have  been 
shipped  and  received  in  commerce,  do 
forthwith  cease  and  desist  from: 

A.  Misbranding  fur  products  by  sub¬ 
stituting  for  the  labels  affixed  to  such 
fur  products  pursuant  to  section  4  of  the 
Fur  Products  Labeling  Act  labels  which 
do  not  conform  to  the  requirements  of 
the  aforesaid  Act  and  the  rules  and 
regulations  promulgated  thereunder, 

B.  Failing  to  keep  and  preserve  the 
records  required  by  the  Fur  Products 
Labeling  Act  and  the  rules  and  regula¬ 
tions  promulgated  thereunder  in  substi¬ 
tuting  labs  as  permitted  by  section 
3  (e)  of  the  said  Act. 

It  is  further  ordered.  That  the  re¬ 
spondents  herein  shall,  within  sixty  (60) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
in  writing  setting  forth  in  detail  the 
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manner  and  form  in  which  they  have 
complied  with  this  order. 

Issued:  January  13, 1964.  . 

By  the  Commission. 

[seal!  Joseph  W.  Shea, 

Secretary. 

[PH.  Doc.  64^16;  Plied,  Jan.  29,  1964; 
8:46  a.m.] 
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[Docket  No.  c-688]  legible  all  the  information  required  to  be 

PART  1  °  noAumiTcn  TRADE  disclosed  by  each  of  the  subsections  of 

dd  A  irrircc  TKADe  section  4(2)  of  the  Pur  Products  Label- 
PRACTICES  ing  Act- 

Hornr  Hut*  and  Harry  Halt  -Fur  Co.  ***$£* 

Subpart — Invoicing  products  falsely:  section  4(2)  of  the  Fur  Products  Label- 
8  13.1108.  Invoicing  products  falsely ;  ins  Act  and  the  rules  and  regulations 
8  13.1108-45  Fur  Products  Labeling  Act.  promulgated  thereunder  in  abbreviated 
Subpart — Misbranding  or  mislabeling :  form. 

8  13.1212  Formal  regulatory  and  statu-  a  C.  Setting  forth  on  labels  affixed  to  fur 
tory  requirements;  8 13.1212-30  Fur  products  information  required  under 
Products  Labeling  Act.  Subpart — Ne-  section  4(2)  of  the  Fur  Products  Label- 
glecting,  unfairly  or  deceptively,  to  make  ing  Act  and  the  rules  and  regulations 
material  disclosure:  8  13.1845  Composi -  thereunder  in  handwriting. 
tion;  8  13.1845-30  Fur  Products  Labeling  D.  Failing  to  set  forth  the  term  “Per- 
Act;  8  13.1852  Formal  regulatory  and  sian  Lamb”  on  labels  in  the  manner  re- 
statutory  requirements;  8  13.1852-35  Fur  quired  where  an  election  is  made  to 
Products  Labeling  Act;  8  13.1865  Manu -  use  that  term  instead  of  the  word 
facture  or  preparation;  8  13.1865-40  Fur  “Lamb”. 

Products  Labeling  Act;  8  13.1900  Source  E.  Failing  to  set  forth  separately  on 
or  origin;  §  13.1900-40  Fur  Products  La-  labels  attached  to  fur  products  composed 
beling  Act;  8  13.1900-40 (b)  Place.  Sub-  of  two  or  more  sections  containing  dif- 
part — Using  misleading  name — Goods  v  ferent  animal  fur  the  information  re- 
8  13.2280  Composition;  8  13.2280-30  Fur  quired  under  section  4(2)  of  the  Fur 
Products  Labeling  Act.  ,  Products  Labeling  Act  and  the  rules  and 

raee  a  OQ  Rtot.  70,.  1Rnsr  dfl  regulations  promulgated  thereunder  with 

respect  to  the  fur  comprising  each 
8,  66  Stat.  179;  16  UJ9.C.  46,  69f)  [Cease  section. 

and  desist  order,  Harry  Hutt  trading  as  Harry  F.  Failing  to  set  forth  on  labels  the 
Hutt  Pur  Co.,  New  York,  n.y..  Docket  o-  item  number  or  marks  assigned  to  a  fur 
638,  Dec.  27, 1963]  product. 

.  ..  „  ,.  .  „  __  ..  .  ..  2.  Falsely  or  deceptively  invoicing  fur 

In  the  Matter  of  Harry  Hutt.  an  Individ-  products  by* 

ml  Trading  as  Harry  Hutt  Fur  Co.  a.  Palling'  to  furnish  Invoices  to  pur- 

Consent  order  requiring  manufactur-  chasers  of  fur  products  showing  in  words 
ing  furriers  in  New  York  City  to  cease  and  figures  plainly  legible  all  the  infor- 
violating  the  Fur  Products  t ^h^iing  Act  mation  required  to  be  disclosed  in  each 
by  failing  to  show,  on  labels  and  in-  of  the  subsections  of  section  5(b)(1)  of 
voices,  the  true  animal  name  of  furs;  to  the  ^>ur  Products  Labeling  Act. 
disclose,  on  labels,  when  fur  was  artifi-  B.  Setting  forth  on  invoices  pertaining 
cially  colored  and  to  identify  the  manu-  fur  Products  any  false  and  deceptive 
facturer,  etc.;  to  show,  on  invoices,  when  information  with  respect  to  the  name  or 
fur  products  contained  used  fur  anrf  the  designation  of  the  animal  or  animals 
country  of  origin  of  imported  furs;  to  set  ths-t  produced  the  fur  contain'  1  in  such 
forth  the  terms  “Persian  Lamb”,  on  la-  Tnr  product. 

bels  and  invoices,  and  “Dyed  Broadtail-  c-  Setting  forth  information  required 
processed  Lamb”,  on  invoices;  invoicing  under  section  5(b)  (1)  of  the  Fur  Prod- 
dyed  rabbit  as  “Coney”  and  “Sealine”;  ucte  Labeling  Act  and  the  rules  and  reg- 
and  failing  to  comply  in  other  respects  ulations  promulgated  thereunder  in  ab- 
with  labeling  and  invoicing  require-  breviated  form. 

ments.  D.  Failing  to  set  forth  the  term  “Per- 

The  order  to  cease  and  desist,  together  s*an  Lamb”  in  the  manner  required 
with  further  order  requiring  report  of  where  an  election  is  made  to  use  that 
compliance  therewith/*  as  follows:  tem  instead  of  the  word  “Lamb”. 

„  E.  Failing  to  set  forth  the  term  “Dyed 

It  is  ordered.  That  respondent  Harry  Broadtail-processed  Lamb”  in  the  man-- 
Hutt,  an  individual,  trading  as  Harry  ner  required  where  an  election  is  made 
Hutt  Fur  Co.,  or  under  any  other  trade  to  use  that  term  instead  of  the  words 
name,  and  respondent’s  representatives,  “Dyed  Lamb”. 

agents  and  employees,  directly  or  p.  Failing  to  disclose  that  fur  prod- 
through  any  corporate  or  other  device,  ucts  contain  or  are  composed  of  second- 
in  connection  with  the  introduction,  or  hand  used  fur 

manufacture  for  introduction,  into  com-  q.  Failing  to  set  forth  separately  in- 
merce,  or  the  sale,  advertising  or  offer-  formation  required  under  section  5(b) 
ing  for  sale  in  commerce,  or  the  trans-  (i)  of  the  Fur  Products  Labeling  Act  and 
portation  or  distribution  in  commerce,  of  the  rules  and  regulations  promulgated 
any  fur  product,  or  in  connection  with  thereunder  with  respect  to  each  section 
the  manufacture  for  sale,  sale,  advertis-  0j  products  composed  of  two  or 

&£S£  %?tTaDS  con“  “* anl- 

is  made  in  whole  or  in  part  of  fur  which  .  .  _  . .  .  , 

has  been  shipped  and  received  in  com-  ^  H*  FaUing  forth  on  invoices  the 
merce,  as  the  terms  “commerce”,  “fur”  item  number  or  mark  assigned  to  fur 
and  “fur  product”  are  defined  in  the  Fur  products. 

Products  Labeling  Act,  do  forthwith  Jf  is  further  ordered.  That  the  respond- 

cease  and  desist  from:  ent  herein  shall  within  sixty  (60)  days 

1.  Misbranding  fur  products  by:  after  service  upon  him  of  this  order,  file 

A.  Failing  to  affix. labels  to  fur  prod-  with  the  Commission  a  report  in  writ- 
ucts  showing  in  words  and  figures  plainly  ing  setting  forth  in  detail  the  manner 
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and  Irving  Bartel,  Gerson  Bartel,  and  to  describe  fur  products  which  are  nnt 
Ben  Bartel,  individually  and  as  officers  of  pointed,  bleached,  dyed,  tip-dyed  or  oth 
said  corporation,  and  respondents’  repre-  erwlse  artificially  colored. 

*  *"  -  -  -  -  --  /t  is  further  ordered,  That  respondents 

rectiy  or  through  any  corporate  or  other  Irving-Frederick,  Inc.,  a  corporation,  and 

‘  Irving  Bartel  and  Mrs.  Joseph  Nagel,  in¬ 
dividually  and  as  officers  of  said  corpo¬ 
ration,  Irving  Bartel.  Inc.,  a  corporation 
and  Irving  Bartel,  Gerson  Bartel,  and 
Ben  Bartel,  individually  and  as  officers 
of  said  corporation,  and  respondents’ 
representatives ,  agents  and  employees, 

—  — -  — . — — j  or 

other  device,  in  connection  with  the  in¬ 
troduction,  sale,  advertising  or  offering 
for  sale,  in  commerce,  or  the  processing 
for  commerce,  of  fur  products;  or  in 
connection  with  the  selling,  advertising 
,  _  .  .  -  offering  for  sale,  or  processing  of  fur 

1.  Falsely  or  deceptively  labeling  or  products  which  have  been  shipped  and 
“  “  “  received  in  commerce,  do  forthwith  cease 

and  desist  from: 

A.  Misbranding  fur  products  by  sub¬ 
stituting  for  the  labels  affixed  to  such 
fur  products  pursuant  to  section  4  of  the 
Fur  Products  Labeling  Act  labels  which 
do  not  conform  to  the  requirements  of 
the  aforesaid  Act  and  the  rules  and  reg¬ 
ulations  promulgated  thereunder. 

B.  Faffing  to  keep  and  preserve  the 

.  .  M  records  required  by  the  Fur  Products 

as  part  of  the  information  re-  Labeling  Act  and  thp  rules  and  regula- 

_  7*°  tiona  Promulgated  thereunder  in  sub- 

Fur  Products  Labeling  Act  and  the  rules  stituting  labels  as  permitted  by  section 
and  regulations  promulgated  thereunder  3(e)  of  the  said  Act 
to  describe  fur  products  which  are  not  .  it  is  further  ordered.  That  respond- 
pointed,  bleached,  dyed,  tip-dyed,  or  ents  Irving-Frederick,  Inc.,  a  corpora- 
otherwlse  artificially  colored.  tion,  and  Irving  Bartel  and  Mrs.  Joseph 


i  oc.  64-918;  Filed,  jan.  29.  1964;'  sentattves,  agents  and  employees,  dl- 

o:4o  an.]  .  -  -  • 

-  device,  in  connection  with  the  introduc- 

I Docket  No.  c-677]  tion  into  commerce,  or  the  sale,  adver¬ 

tising  or  offering  for  sale  in  commerce, 

PART  1 3— PROHIBITED  TRADE  or  the  transportation  or  distribution  in 
PRACTICES  commerce,  of  any  fur  product:  or  in  con¬ 

nection  with  the  sale,  advertising,  offer - 

Irving-Frederick,  Inc,  e*  al.  ing  for  sale,  transportation  or  distribu-  _ _  _ _ , 

e  . _ .  _  „  .  M  tion,  of  any  fur  product  which  is  made  directly  or  through  any  corporate  ™ 

Subpart— Concealing,  obliterating,  or  in  whole  or  in  part  of  fur  which  has  ^2— • >—  '  -  corporate  or 

removing  law  required  and  informative  been  shipped  and  received  In  commerce, 
marking:  8  13.512  Fur  products  tags  or  as  “commerce”,  “fur”  and  “fur  product” 
identification’,  8  13.525  Wool  products  are  defined  in  the  Fur  Products  t haling 
tags  or  identification.  Subpart — Involc-  Act,  do  forthwith  cease  and  desist  from: 
ing  products  falsely:  8  13.1108  Involc-  A.  Misbranding  fur  products  by: 

ing  products  falsely;  8  13.1108-45  Fur  '  “  :  ; _ -  -  -- 

Products  Labeling  Act.  Subpart — Mis-  otherwise  identifying  any  such  fur  prod- 
branding  or  mislabeling:  8  13.1212  For-  uct  as  to  the  name  or  identification  of 
mal  regulatory  and  statutory  require-  the  animal  or  animals  that  produced  the 
ments;  8  13.1212-30  Fur  Products  Label-  fur  contained  in  the  fur  product. 
ing  Act.  '  Subpart— Neglecting,  unfairly  2.  Faffing  to  affix  labels  to  fur  prod- 
or  deceptively,  to  make  material  dis-  ucts  showing  in  words  sr*d  figures  plainly 
closure:  8  13.1845  Composition;  8  13.-  legible  all  the  information  required  to  be 
1845-30  Fur  Products  Labeling  Act;  disclosed  by  each  of  the  subsections  of 
8  13.1845-80  Wool  Products  Labeling  section  4(2)  of  the  Fur  Products  Labeling 
Act;  8  13.1852  Formal  regulatory  and  Act. 

statutory  requirements;  8  13.1852-35  Fur  3.  Failing  to  set  forth  the  term  “Nat- 

Products  Labeling  Act;  8  13.1865  Manu-  ural”  l_  LJ _ " _ _ 

factwre  or  preparation;  8  13.1865-40  Fur  quired  to  be  disclosed  on  labels  under  the 
Products  Labeling  Act;  8  13.1900  Source  ~~ 
or  origin;  8  13.1900-40  Fur  Products 
Labeling  Act;  8  13.1900-40  (b)  Place. 

(Sec.  6,  88  Stat.  721;  15  UJ3.C.  46.  Interpret 
or  apply  eec.  5.  88  Stat.  719,  as  amended; 
secs.  2-5,  54  Stat.  1128-1130;  see.  8,  65  Stat. 

179;  15  U.S.C.  45.  68.  69f)  (Cease  and  de¬ 
sist  order,  Irving-Frederick,  Inc.,  et  al.,  San 
Francisco.  Calif.,  Docket  C-677,  Jan.  9,  1964] 

In  the  Matter  of  Irving-Frederick,  Inc., 
a  Corporation,  and  Irving  Bartel  and 
Mrs.  Joseph  Nagel,  Individually  and  as 
Officers  of  Said  Corporation,  Irving 
Bartel,  Inc.,  a  Corporation,  and  Irving 
Bartel,  Gerson  Bartel,  and  Ben  Bartel, 

Individually  and  as  Officers  of  Said 
Corporation 

Consent  order  requiring  two  associ¬ 
ated  retailers  of  fur  products  in  San 
Francisco,  Calif.,  to  cease  violating  the 
Fur  Products  Labeling  Act  by  failing,  in 
labeling  and  Invoicing,  to  show  the  true 

°*  fuJ  *nd  y*1®?  ^  wf®  the  Fur  Products  Labeling  Act.  conspicuous  manner  each  element  of  in- 

bleached  or  dyed;  faffing  to  disclose,  in  2.  Faffing  to  set  forth  the  term  “Nat-  formation  required  to  be  disclosed  by 
the  _C0.Hntry .  °f  orig^?  °fi.  bn“  ural”  as  part  of  the  information  required  section  4(a)(2)  of  the  Wool  Products 
ported  furs;  failing  to  use  the  term  to  be  disclosed  on  invoices  under  the  Labeling  Act  of  1939. 

in  labeling  invoicing ,  andad-  Fur  Products  Labeling  Act  and  the  rules  It  is  further  ordered.  That  respondents 
™  ^  regulat;lons  Promulgated  thereunder,  Irving-Frederick.  Inc.,  a  corporation,  and 

colored,  substttut-  to  describe  fur  products  which  are  not  Irving  Bartel  and  Mrs.  Joseph  Nagel, 
nonconforming  labels  f®r  those  pointed,  bleached,  dyed,  tip-dyed  or  oth-  individually  and  as  officers  of  said  cor- 
a (fixed  by  the  manufacturer  or  distrlb-  erwlse  artificially  colored.  por&tion,  Irving  Bartel  ttw»  a  corpora- 

r °thfrf iS  .  **  paiUng  forth  011  Invoices  the  tion,  and  Irving  Bartel,  Gerson  Bartel. 

^  °£r!5?  ltem  number  or  “ark  assigned  to  fur  and  Ben  Bartel,  individually  and  as  offl- 

Products.  cers  of  said  .corporation,  and  respond- 

Labelmg  Act  by  failing  to  label  wool  C.  Falsely  or  deceptively  advertising  ents’ representatives,  agents  and  employ- 
products  as  required  and  removing  labels  fur  products  through  the  use  of  any  ad-  ees,  directly  or  through  any  corporate  or 
or  other  Identification  prior  to  ultimate  vertisement,  representation,  public  an-  other  device,  do  forthwith  cease  and  de- 

nouncement  or  notice  which  is  intended  sist  from  removing,  or  r.««ing  or  par- 
The  order  to  cease  and  desist,  lndud-  to  aid,  promote  or  assist,  directly  or  in-  tidpating  in  the  removal  of  any  stamp, 
ing  further  order  requiring  report  of  directly.  In  the  sale,  or  offering  for  sale  tag,  label  or  other  means  of  identifica- 
compliance  therewith.  Is  as  follows:  of  any  fur  product  and  which:  tion  affixed  to  any  wool  product  subject 
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to  the  provisions  of  the  Wool  Products 
Labeling  Act  of  1930  with  Intent  to  vio¬ 
late  the  provisions  of  the  said  Act. 

It  is  further  ordered.  That  the  re¬ 
spondents  herein  shall,  within  sixty  (00) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report 
In  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  order. 

Issued:  January  9,  1904. 

By  the  Commission. 

[seal]  Joseph  W.  Shea,  . 

Secretary. 

[PJl.  DOC.  64-019;  Filed,  Jan.  29,  1964; 
1  8:47  &jn.] 


[Docket  No.  0-674] 

PART  1 3 — PROHIBITED  TRADE 
PRACTICES 

Milton  Kastil  et  al. 

Subpart— Concealing,  obliterating  or 
removing  law  required  and  informative 
marking:  8  13.512  Fur  products  tags  or 
identification.  Subpart  —  Invoicing 
products  falsely:  8  13.1108  Invoicing 
products  falsely;  f  13.1108-45  Fur  Prod- 
nets  Labeling  Act.  Subpart — Misbrand¬ 
ing  or  mislabeling:  8  13.1212  Formal 
regulatory  and  statutory  requirements; 

1 13.1212-30  Fur  Products  Labeling  Act. 
Subpart— Neglecting,  unfairly  or  decep¬ 
tively  to  make  material  disclosure : 

{ 13.1845  Composition;  8  13.1845-30  Fur 
Products  Labeling  Act;  S  13.1852  Formal 
regulatory  and  statutory  requirements; 

1 13.1852-35  Fur  Products  Labeling  Act; 

1 13.1805  Manufacture  or  preparation; 

1 13.1805-40  Fur  Products  Labeling  Act; 

1 13.1900  Source  or  origin;  8  13.1900-40 
Fur  Products  Labeling  Act;  8  13.1900- 
40(b)  Place. 

(Sec.  6,  38  Stat.  721;  16  UJS.C.  46.  Interpret 
or  apply  sec.  5,  88  Stat.  719,  as  amended; 
sec.  8,  65  Stat.  179;  16  UJ3.C.  46,  691) 
[Cease  and  desist  order,  Milton  Kastil  et  al., 
trading  as  Milton  Kastil  Purs,  Etc.,  Chicago, 
Ill.,  Docket  C-674,  Jan.  7, 1964] 

In  the  Matter  of  Milton  Kastil  and  Ed¬ 
ward  Kastil  Individually  and  as  Co¬ 
partners  Trading  as  Milton  Kastil 
Furs  and  Irving  Kastil,  Individually 
and  as  an  Employee  of  the  Partner¬ 
ship 

Consent  order  requiring  manufactur¬ 
ing  furriers  in  Chicago,  HI.,  to  cease  vio¬ 
lating  the  Fur  Products  Labeling  Act  by 
failing  to  use  the  term  “natural”  on  la¬ 
bels  to  describe  fur  products  which  were 
not  artificially  colored;  failing,  in  in¬ 
voicing,  to  show  the  true  animal  name 
of  furs  and  the  country  of  origin  of  im¬ 
ported  furs,  to  disclose  when  fur  was 
bleached  or  dyed,  and  to  use  the  terms 
“Persian  Lamb”  and  “natural”  where 
required,  and  invoicing  furs  improperly 
as  “Broadtail”;  substituting  noncon¬ 
forming  labels  for  those  attached  by  the 
Manufacturer  or  distributor;  and  failing 
in  other  respects  to  comply  with  labeling 
and  invoicing  requirements. 

The  order  to  cease  and  desist,  together 
with  further  order  requiring  report  of 
compliance,  is  as  follows: 

No.  21 - 2 


It  is  ordered.  That  respondents  Milton 
Kastil  and  Edward  Kastil,  individually 
and  as  copartners  trading  as  Milton 
Kastil  Furs  or  under  any  other  trade 
name  and  Irving  Kastil,  individually  and 
as  an  employee  of  the  partnership  and 
respondents’  representatives,  agents  and 
employees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection  with 
the  introduction,  or  manufacture  for 
introduction,  into  commerce,  or  the  sale, 
advertising  or  offering  for  sale  in  com¬ 
merce,  or  the  transportation  or  distribu¬ 
tion  in  commerce,  of  any  fur  product; 
or  in  connection  with  the  manufacture 
for  sale,  sale,  advertising,  offering  for 
sale,  transportation  or  distribution,  of 
any  fur  product  which  is  made  in  whole 
or  in  part  of  fur  which  has  been  shipped 
and  received  in  commerce,  as  the  terms 
“commerce,”  “fur”  and  “fur  product” 
are  defined  in  the  Fur  Products  Labeling 
Act  do  forthwith  cease  and  desist  from: 

A.  Misbranding  fur  products  by: 

1.  Failing  to  affix  labels  to  fur  products 
showing  in  words  and  in  figures  plainly 
legible  all  of  the  information  required 
to  be  disclosed  by  each  of  the  subsec¬ 
tions  of  section  4(2)  of  the  Fur  Products 
Labeling  Act. 

2.  Setting  forth  information  required 
under  section  4(2)  of  the  Fur  Products 
Labeling  Act  and  the  rules  and  regula¬ 
tions  promulgated  thereunder  in  abbrevi¬ 
ated  form  on  labels  affixed  to  fur 
products. 

3.  Failing  to  set  forth  the  term  “nat¬ 
ural”  as  part  of  the  information  required 
to  be  disclosed  on  labels  under  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  to 
describe  fur  products  which  are  not 
pointed,  bleached,  dyed,  tip-dyed,  or 
otherwise  artificially  colored. 

4.  Failing  to  set  forth  information  re¬ 
quired  under  section  4(2)  of  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  on 
labels  in  the  sequence  required  by  Rule 
30  of  the  aforesaid  rules  and  regulations. 

5.  Failing  to  set  forth  separately  on 
labels  attached  to  fur  products  composed 
of  two  or  more  sections  containing  dif¬ 
ferent  animal  fur  the  information  re¬ 
quired  under  section  4(2)  of  the  Fur 
Products  Labeling  Act  and  the  rules  and 
regulations  promulgated  thereunder  with 
respect  to  the  fur  comprising  each 
section. 

0.  Failing  to  set  forth  on  labels  the 
item  number  or  mark  assigned  to  a  fur 
product. 

B.  Falsely  or  deceptively  invoicing  fur 
products  by: 

1.  Failing  to  furnish  invoices  to  pur¬ 
chasers  of  fur  products  showing  in  words 
and  figures  plainly  legible  all  the  infor¬ 
mation  required  to  be  disclosed  in  each 
of  the  subsections  of  section  5(b)  (1)  of 
the  Fur  Products  Labeling  Act. 

2.  Setting  forth  on  invoices  pertain¬ 
ing  to  fur  products  any  false  or  decep¬ 
tive  information  with  respect  to  the  name 
or  designation  of  the  animal  or  animals 
that  produced  the  fur  contained  in  such 
fur  product. 

3.  Failing  to  set  forth  the  term  “Per¬ 
sian  Lamb”  in  the  manner  required 
where  an  election  is  made  to  use  that 
term  instead  of  the  word  “Lamb.” 


4.  Failing  to  set  forth  the  term  “Dyed 
Broadtail-processed  Lamb”  in  the  man¬ 
ner  required  where  an  election  is  made 
to  use  that  term  instead  of  the  words 
“Dyed  Lamb.” 

5.  Failing  to  set  forth  the  term  “Nat¬ 
ural”  as  part  of  the  information  required 
to  be  disclosed  on  invoices  under  the  Fur 
Products  Labeling  Act  and  rules  and  reg¬ 
ulations  promulgated  thereunder  to  de¬ 
scribe  fur  products  which  are  not  pointed, 
bleached,  dyed,  tip-dyed,  or  otherwise 
artificially  colored. 

0.  Failing  to  set  forth  on  invoices  the 
item  number  or  mark  assigned  to  fur 
products. 

It  is  further  ordered,  That  respond¬ 
ents  Milton  Kastil  and  Edward  Kastil, 
individually  and  as  copartners  trading 
as  Milton  Kastil- Furs,  or  under  any  other 
name  and  Irving  Kastil,  individually  and 
as  an  employee  of  the  partnership,  and 
respondents’  representatives,  agents  and 
employees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection  with 
the  introduction,  sale,  advertising  or 
offering  for  sale,  in  commerce,  or  the 
processing  for  commerce,  of  fur  prod¬ 
ucts;  or  in  connection  with  the  selling, 
advertising,  offering  for  sale,  or  process¬ 
ing  of  fur  products  which  have  been 
shipped  and  received  in  commerce,  do 
forthwith  cease  and  desist  from: 

A.  Misbranding  fur  products  by  sub¬ 
stituting  for  the  labels  affixed  to  such 
fur  products  pursuant  to  section  4  of 
the  Fur  Products  Labeling  Act  labels 
which  do  not  conform  to  the  require¬ 
ments  of  the  aforesaid  Act  and  the  rules 
and  regulations  promulgated  thereunder. 

B.  Failing  to  keep  and  preserve  the 
records  required  by  the  Fur  Products 
Labeling  Act  and  the  rules  and  regula¬ 
tions  promulgated  thereunder  in  sub¬ 
stituting  labels  as  permitted  by  section 
3(e)  of  the  said  Act. 

It  is  further  ordered.  That  the  re¬ 
spondents  herein  shall,  within  sixty  (00) 
days  after  service  upon  them  of  this  or¬ 
der,  file  with  the  Commission  a  report  in 
writing  setting  forth  in  detail  the  manner 
and  form  in  which  they  have  complied 
with  this  order. 

Issued:  January  7, 1904. 

By  the  Commission. 

[seal]  Joseph  W.  Shea, 

Secretary. 

[PE.  Doc.  64-020;  Plied,  Jan.  29,  1964; 
8:47  ajn.] 

[Docket  No.  8489  o.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Papercraft  Corp. 

Subpart — Furnishing  means  and  in¬ 
strumentalities  of  misrepresentation  or 
deception:  8  13.1055  Furnishing  means 
and  instrumentalities  of  misrepresenta¬ 
tion  or  deception.  Subpart — Misrepre¬ 
senting  oneself  and  goods— Goods: 
8  13.1720  Quantity. 

(Sec.  6.  38  Stat.  721;  15  UJS.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
UJS.C.  45)  [ Cease  and  desist  order.  The  Paper- 
craft  Corporation,  Pittsburgh,  Pa.,  Docket 
8489,  Dec.  24,  1963] 
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Order  requiring  a  Pittsburgh,  Pa., 
manufacturer  of  gift  wrappings,  ribbons 
and  related  products,  to  cease  misrepre¬ 
senting  the  size  of  rolls  of  gift  wrapping 
papers  by  such  practices  as  packaging 
the  rolls  in  display  boxes  with  two  inches 
of  empty  space  at  either  end,  thus  creat¬ 
ing  the  false  impression  that;  the  rolls 
were  as  wide  as  the  containers. 

The  order  to  cease  and  desist,  includ¬ 
ing  further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  respondent.  The 
Papercraft  Corporation,  a  corporation, 
and  its  officers,  directors,  agents,  repre¬ 
sentatives,  employees,  successors  and 
assigns,  directly  or  indirectly,  under  any 
name  or  through  any  corporate  or  other 
device,  in  connection  with  the  offering 
for  sale,  sale  or  distribution,  in  com¬ 
merce,  of  rolls  of  gift  wrapping  papers, 
do  forthwith  cease  and  desist  from: 

(1)  Packaging  rolls  of  gift  wrapping 
paper  in  oversized  boxes  or  other  con¬ 
tainers  so  as  to  create  the  appearance  or 
impression  that  the  width  or  other  di¬ 
mensions  or  quantity  of  the  gift  wrapping 
paper  contained  in  the  box  or  container 
is  appreciably  greater  than  is  me  fact; 
but  nothing  in  this  order  shall  be  con¬ 
strued  as  forbidding  respondent  to  use 
oversized  containers  if  respondent  justi¬ 
fies  the  use  of  such  containers  as  neces¬ 
sary  for  the  efficient  packaging  of  the 
rolls  contained  therein  and  establishes 
that  respondent  has  made  all  reasonable 
efforts  to  prevent  any  misleading  appear¬ 
ance  or  impression  from  being  created  by 
such  containers; 

(2)  Providing  wholesalers,  retailers  or 
other  distributors  of  respondent’s  rolls  of 
gift  wrapping  papers  with  any  means  or 
instrumentality  with  which  to  deceive  the 
purchasing  public  in  the  manner  de¬ 
scribed  in  paragraph  (1)  above. 

It  is  further  ordered.  That  respondent 
shall,  within-sixty  (60)  days  of  receipt  of 
this  order,  file  with  the  Commission  a 
report  in  writing  setting  forth  in  detail 
the  manner  in  which  respondent  has 
complied  with  the  terms  of  this  order. 

Issued:  December  24, 1963. 

By  the  Commission. 

[seal]  Joseph  W.  Shea, 

Secretary. 

[PH.  Doc.  64-021;  Piled,  Jan.  29,  1964; 

8:47  ajn.] 

[Docket  No.  0-676] 

PART  13 — PROHIBITED  TRADE 
PRACTICES 

Prentice-Hall,  Inc.,  et  al. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  i  13.15  Business  status,  ad¬ 
vantages.  or  connections;  f  13.15-25 
Concealed  subsidiary,  fictitious  collection 
agency,  etc.;  f  13.60  Earnings  and  profits; 
9  13.75  Free  goods  or  services;  {  13.125 
Limited  offers  or  supply;  9  13.143  Oppor¬ 
tunities;  9  13.155  Price;  9  13.155-100 
Usual  as  reduced,  special,  etc.;  9  13.250 
Success,  use  or  standing;  9  13.280  Unique 
nature  or  advantages.  Subpart— Using 
misleading  name — Vendor:  9  13.2365 
Concealed  subsidiary,  fictitious  collection 
agency,  etc. 


(Sec.  6.  88  St&t.  721;  15  UJ3.C.  46.  Interpret 
or  apply  sec.  5,  88  St&t.  719,  aa  amended;  15 
USX).  45)  [Ceaae  and  desist  order,  Prentice- 
Hall,  Inc.,  et  al.,  Inglewood  Cliffs,  N.J.,  Docket 
0-676,  Jan.  7, 1964] 

In  the  Matter  of  Prentice-Hall.  Inc.,  a 

Corporation,  Parker  Publishing  Com¬ 
pany,  Inc.,  a  Corporation,  and  Institute 

for  Business  Planning,  Inc.,  a  Corpora¬ 
tion 

Consent  order  requiring  three  associ¬ 
ated  corporate  publishers  with  a  com¬ 
mon  place  of  business  at  Englewood 
Cliffs,  N.J.,  to  cease  representing  falsely 
in  advertising  that  certain  publications 
were  given  free  of  cost  when,  in  fact, 
persons  accepting  such  “free”  offers  ob¬ 
ligated  themselves  to  examine  and  either 
return  or  pay  for  another  publication 
or  to  subscribe  to  a  publication,  and  that 
the  supply  of  certain  advertised  publi¬ 
cations  was  limited  and  the  offer  must 
be  accepted  immediately;  and  repre¬ 
senting  falsely  in  letters  and  materials 
sent  to  delinquent  customers,  some  on 
letterheads  of  purported  collection  agen¬ 
cies,  that  delinquent  accounts  would  be, 
or  had  already  been  turned  over  to  a 
credit  rating  agency  or  an  independent 
collection  agency  or  attorney;  and  re¬ 
quiring  the  parent  corporation  to  cease 
representing  falsely  that  the  sales  tech¬ 
niques  described  in  its  “Prentice-Hall 
Miracle  Sales  Guide" — actually  a  com¬ 
pilation  by  its  editors — were  based  on 
a  broad  individual  case  study  of  success¬ 
ful  salesmen,  were  new  and  unique,  as¬ 
sured  mediocre  salesmen  of  large  in¬ 
comes  and  had  been  used  with  success 
by  prominent,  named  companies  and  in¬ 
dividuals,  and  that  the  book  was  offered 
at  a  special  reduced  price. 

The  order  to  cease  and  desist,  includ¬ 
ing  further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That: 

I.  Respondents  Prentice-Hall,  Inc., 
Parker  Publishing  Company,  Inc.,  and 
Institute  for  Business  Planning,  Inc., 
corporations,  and  their  respective  of¬ 
ficers,  and  respondents’  agents,  repre¬ 
sentatives  and  employees,  directly  or 
through  any  corporate  or  other  device, 
in  connection  with  the  offering  for  sale, 
sale  or  distribution  of  books,  periodicals, 
publications,  tax  or  business  reports  or 
other  merchandise  or  services,  in  com¬ 
merce,  as  “commerce"  is  defined  in  the 
Federal  Trade  Commission  Act,  do  forth¬ 
with  cease  and  desist  from: 

A.  Using  the  terms  “free”,  “At  no  cost 
or  obligation  •••»«•••  with  our 
compliments:’’,  “Free  of  cost"  or  any 
other  word  or  words  of  similar  import 
or  meaning,  to  designate  or  describe  any 
publication,  book,  service  or  other  prod¬ 
uct,  in  advertising  or  to  other  offers  to 
the  public,  when  all  of  the  conditions, 
obligations,  or  other  prerequisites  to  the 
receipt  and  retention  of  the  said  free 
publication,  book,  report  or  other  prod¬ 
uct,  are  not  clearly  and  conspicuously 
explained  or  set  forth  at  the  outset  so 
as  to  leave  no  reasonable  probability 
that  the  terms  of  the  advertisements  or 
offer  might  be  misunderstood. 

B.  Representing,  directly  or  by  impli¬ 
cation,  that  the  supply  of  publications, 
books  or  other  products  is  limited  when 


adequate  supplies  are  available  or  will 
be  obtained. 

C.  Representing,  directly  or  by  im. 
plication,  that: 

1.  Delinquent  customers’  general  or 
public  credit  ratings  will  be  adversely 
affected  unless  where  payment  is  not 
received,  respondents  in  fact  refer  the 
information  of  said  delinquency  to  a 
separate,  bona  fide  credit  rating  agency 
or  bureau; 

2.  Delinquent  accounts  will  be  or  have 
been  turned  over  to  an  independent, 
bona  fide  collection  agency  or  outside 
attorney  unless  respondents  in  fact  turn 
or  have  turned  said  accounts  over  to 
such  agencies  or  persons ; 

3.  “The  Mail  Order  Credit  Reporting 
Association,  Inc.”  and  “Gresham  Collec¬ 
tion  Agency”  are,  independent,  bona  fide 
collection  agencies;  or  that  any  other 
organization  or  trade  name  owned  in 
whole  or  in  part  by  respondents  or  over 
which  respondents  exercise  any  direc¬ 
tion  or  control  are  Independent  collec¬ 
tion  agencies; 

4.  Any  employee  of  respondents  is  an 
independent,  outside  attorney;  or  that 
any  person  or  firm  is  an  outside,  in¬ 
dependent  attorney  or  firm  of  attorneys 
representing  respondents  for  collection 
purposes  unless  a  bona  fide  attorney- 
client  relationship  exists  for  purposes  of 
collecting  delinquent  accounts; 

5.  Notices  or  other  communications, 
which  have  been  prepared,  written  or 
mailed  by  respondents,  have  been  sent 
by  “The  Mail  Order  Credit  Reporting 
Association",  the  “Gresham  Collection 
Agency”,  or  any  other  person,  firm  or 
organization; 

6.  Delinquent  accounts  have  been 
turned  over  to  “The  Mail  Order  Credit 
Reporting  Association,  Inc”,  “Gresham 
Collection  Agency”,  or  to  any  attorney, 
or  to  any  other  person,  firm,  or  organiza¬ 
tion  with  instructions  to  take  legal  steps 
to  collect  the  amount  purportedly  due, 
unless  respondents  establish  that  such 
is  the  fact. 

n.  Respondent  Prentice-Hall,  Inc.,  a 
corporation,  and  its  officers,  and  re¬ 
spondent’s  agents,  representatives  and 
employees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  distri¬ 
bution  of  books,  periodicals,  publications, 
tax  or  business  reports,  or  other  mer¬ 
chandise  or  services,  in  commerce,  as 
“commerce”  is  defined  in  the  Federal 
Trade  Commission  Act,  do  forthwith 
cease  and  desist  from: 

A.  Representing,  directly  or  by  impli¬ 
cation: 

1.  That  the  sales  methods  and  tech¬ 
niques  described  in  the  “Prentice-Hall 
Miracle  Sales  Guide”  are  derived  from  an 
individual  case  study  of  sales  methods 
and  techniques  of  individual  salesmen; 

2.  That  the  techniques  or  methods 
contained  in  said  “Prentice-Hall  Miracle 
Sales  Guide”  are  new,  unique  or  have 
not  heretofore  been  known  or  available; 

3.  That  the  use  of  the  sales  methods 
and  techniques  described  in  said  “Pren¬ 
tice-Hall  Miracle  Sales  Guide”  will  as¬ 
sure  mediocre  salesmen  of  incomes  in 
excess  of  $40,000  a  year  or  enable  all 
salesmen  to  earn  ten  times  their  present 
Incomes. 
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B  Misrepresenting,  in  any  manner, 
the  method  or  basis  by  or  upon  which 
said  “Prentice-Hall  Miracle  Sales  Guide” 
or  any  other  book  or  publication  was 
compiled  or  written. 

C  Misrepresenting,  in  any  manner, 
that  any  book  or  publication  is  the  only 
one  of  its  kind,  or  that  its  contents  are 
current,  or  that  the  techniques  or  meth¬ 
ods  of  its  preparation  have  never  before 
been  utilized:  provided,  however,  that  it 
shall  be  a  defense  hereunder,  involving 
any  book  or  publication  not  prepared 
by  respondent’s  editorial  staff,  that  re¬ 
spondent  did  not  know  and  had  no 
reason  to  know  of  the  falsity  of  such 
representation. 

-  D.  Representing,  directly  or  by  impli¬ 
cation,  that  the  amount  of  income  or 
increase  in  income  which  will  be  derived 
by  persons  applying  the  methods  or  tech¬ 
niques  described  in  said  “Prentice-Hall 
Miracle  Sales  Guide”  or  any  other  book 
or  publication  will  be  in  excess  of  the 
amounts  of  income  or  increases  in  in¬ 
come  typically  and  usually  received  by 
others  contemporaneously  using  or  ap¬ 
plying  the  methods  or  techniques  of  the 
aforesaid  sales  guide  or  other  book  or 
publication. 

E.  Representing,  directly  or  by  im¬ 
plication,  that  said  “Prentice-Hall  Mir¬ 
acle  Sales  Guide”  or  any  other  publica¬ 
tion,  book  or  service  has  been  used  or 
is  being  used  by  stated  persons  or  or¬ 
ganizations  or  that  said  persons  have 
experienced  gains  in  income,  sales  or 
other  benefits  from  the  use  of  said  “Pren¬ 
tice-Hall  Miracle  Sales  Guide”  or  other 
publications,  book  or  service,  unless  re¬ 
spondent  establishes  that  such  is  the 
fact. 

F.  Representing,  directly  or  by  im¬ 
plication,  that  the  price  of  any  publica¬ 
tion,  book  or  service  is  a  reduced  price, 
unless  it  constitutes  a  reduction  from  the 
price  at  which  the  publication,  book  or 
service  referred  to  has  been  usually  and 
regularly  sold  by  the  respondent  at  re¬ 
tail  in  the  recent,  regular  course  of  its 
business  or  a  reduction  from  the  price 
at  which  said  product  or  service  is  gen¬ 
erally  sold  in  the  trade  area  or  areas 
where  the  representation  is  made;  or 
otherwise  misrepresenting  the  amount 
of  savings  afforded  purchasers  of  re¬ 
spondent’s  publications,  books  or  services. 

It  is  further  ordered,  That  the  respond¬ 
ents  herein  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  in 
writing  setting  forth  in  detail  the  man¬ 
ner  and  form  in  which  they  have  com¬ 
plied  with  this  order. 

Issued:  January  7, 1064. 

By  the  Commission. 

[seal]  Joseph  W.  Shea, 

Secretary. 

(Pg.  Doc.  64-022;  Piled,  Jan.  29,  1964; 

8:47  ajn.j 

[Docket  No.  C-675] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Sidney  Wolff  et  al. 

Subpart — Invoicing  products  falsely: 
*  13.1108  Invoicing  products  falsely; 
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$  13.1108-90  Wool  Products  Labeling  Act. 
Subpart— Misbranding  or  mislabeling: 

8  13.1185  Composition;  8  13.1185-90  Wool 
Products  Labeling  Act.  Subpart— Neg¬ 
lecting,  unfairly  or  deceptively,  to  make 
material  disclosure:  8  13.1845  Composi¬ 
tion;  8  13.1845-80  Wool  Products  Label¬ 
ing  Act. 

(Sec.  6,  38  St&t.  721;  16  UJ3.C.  46.  Interpret 
or  apply  sec.  6,  38  Stat.  719,  as  amended,  secs. 
2-6,  64  Stat.  1128-1130;  15  UJ3.C.  45,  68) 
[Cease  and  desist  order,  Sidney  Wolff  trad¬ 
ing  as  Wolfson  Yam  Company,  et  al..  New 
York,  N.Y.,  Docket  C-675,  Jan.  7,  1964] 

In  the  Matter  of  Sidney  Wolff,  an  In¬ 
dividual  Trading  as  Wolfson  Yarn 

Company  and  Em-Gee-Ess  Knitwear 

Company 

Consent  order  requiring  a  New  York 
City  importer  of  wool  products  to  cease 
violating  the  Wool  Products  Labeling 
Act  by  such  practices  as  labeling  and 
invoicing  as  “100%  Mohair”,  yarns  which 
contained  substantially  different  amounts 
..of  woolen  fibers  than  thus  represented 
and  also  contained  other  fibers,  and  fail¬ 
ing  to  disclose  on  labels  on  certain  yarns 
the  percentages  of  the  different  fibers 
contained  therein. 

The  order  to  cease  and  desist,  includ¬ 
ing  further  order  requiring  report  of 
compliance  therewith,  is  as  follows: 

It  is  ordered.  That  Sidney  Wolff,  an  in¬ 
dividual  trading  as  Wolfson  Yarn  Com¬ 
pany  and  Em-Gee-Ess  Knitwear  Com¬ 
pany,  and  respondent’s  representatives, 
agents  and  employees,  directly  or 
through  any  corporate  or  other  device, 
in  connection  with  the  introduction  into 
commerce,  or  the  offering  for  sale,  sale, 
transportation,  distribution  or  delivery 
for  shipment  in  commerce,  of  wool  yarn 
or  other  wool  products  as  “commerce” 
and  “wool  product”  are  defined  in  the 
Wool  Products  Labeling  Act  of  1939,  do 
forthwith  cease  and  desist  from: 

Misbranding  such  products  by: 

1.  Falsely  or  deceptively  stamping, 
tagging,  labeling  or  otherwise  identify¬ 
ing  such  products  as  to  the  character 
or  amount  of  the  constituent  fibers  con¬ 
tained  therein. 

2.  Failing  to  securely  affix  to,  or  place 
on,  each  such  product  a  stamp,  tag, 
label,  or  other  means  of  identification 
showing  in  a  clear  and  conspicuous  man¬ 
ner  each  element  of  information  re¬ 
quired  to  be  disclosed  by  section  4(a)  (2) 
of  the  Wool  Products  Labeling  Act  of 
1939. 

It  is  further  ordered.  That  respondent 
Sidney  Wolff,  an  individual  trading  as 
Wolfson  Yam  Company  and  Em-Gee- 
Ess  Knitwear  Company,  and  respondent’s 
representatives,  agents,  and  employees, 
directly  or  through  any  corporate  or 
•  other  device,  in  connection  with  the  of¬ 
fering  for  sale,  sale,  or  distribution  of 
yam  or  any  other  textile  products  in 
commerce,  as  “commerce”  is  defined  in 
the  Federal  Trade  Commission  Act,  do 
forthwith  cease  and  desist  from  mis¬ 
representing  the  character  or  amount  of 
constituent  fibers  contained  in  yam  or 
any  other  textile  products  on  invoices 
or  shipping  memoranda  applicable  there¬ 
to  or  in  any  other  manner. 
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It  is  further  ordered.  That  the  respon¬ 
dent  herein  shall,  within  sixty  (60)  days 
after  service  upon  him  of  this  order,  file 
with  the  Commission  a  report  in  writing 
setting  forth  in  detail  the  manner  and 
form  in  which  he  has  complied  with 
this  order. 

Issued:  January  7, 1964. 

By  the  Commission. 

[seal!  Joseph  W.  Shea, 

Secretary. 

[F.R.  Doc.  64-923;  Filed,  Jan.  29,  1964; 
8:47  ajn.j 

Title  18— CONSERVATION 
OF  POWER 

Chapter  I — Federal  Power 
Commission 

[Docket  No.  R^-232] 

PART  101—  UNIFORM  SYSTEM  OF 
ACCOUNTS  PRESCRIBED  FOR  CLASS 
A  AND  CLASS  B  PUBLIC  UTILITIES 
AND  LICENSEES 

PART  201— UNIFORM  SYSTEM  OF 
ACCOUNTS  FOR  NATURAL  GAS 
COMPANIES 

Interim  Accounting  Treatment  of  In¬ 
vestment  Tax  Credit  by  Public  Util¬ 
ities,  Licensees,  and  Natural  Gas 
Pipeline  Companies;  Continuation 
of  Effectiveness 

January  23, 1964. 

The  Commission  has  under  considera¬ 
tion  in  this  docket 1  an  order  prescribing 
the  accounting  treatment  to  be  accorded 
under  the  Commission’s  Uniform  Sys¬ 
tems  of  Accounts  to  the  investment  tax 
credit  provided  by  the  Revenue  Act  of 
1962.* 

The  Commission  has  reached  the  con¬ 
clusion  that  on  the  basis  of  existing  law 
the  accounting  treatment  to  be  pre¬ 
scribed  should  be  to  flow  through  the 
credit  to  income.  We  recognize,  how¬ 
ever,  that  legislation  is  pending  in  the 
Congress  dealing  with  the  investment 
credit  and  that  it  is  not  now  possible  to 
determine  whether  such  legislation  as 
might  be  adopted  would  require  a  differ¬ 
ent  accounting  treatment  for  the  credit. 

In  order  to  enable  affected  companies 
to  close  their  books  of  account  for  the 
year  1963,  the  Commission  hereby  noti¬ 
fies  all  public  utilities,  licensees,  and 
natural  gas  companies  that  the  interim 
accounting  prescribed  for  the  investment 
tax  credit  under  Order  No.  261,  Docket 
No.  R-231,  issued  January  9,  1963,*  con¬ 
tinues  in  effect  for  calendar  year  1963 
and  in  accounting  for  income  taxes  until 

1  Notice  Issued  January  15,  1963,  published 
in  28  F.R.  528  of  January  19, 1963. 

*76  Stat.  960,  Public  Law  87-834,  section 
,  2,  adding  new  sections  38,  46-48,  181,  to  and 
amending  certain  existing  sections  of  the 
Internal  Revenue  Code  of  1954. 

3  29  FPC  62,  28  F.R.  402. 
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further  notice  or  order  of  the  Commis¬ 
sion. 

By  the  Commission.4 

[seal]  Joseph  H.  Outride, 

Secretary. 

[F.R.  Doc.  64-015;  Filed,  Jan.  29.  1064; 
8:46  am.] 


Title  19-CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[TD.  56098] 

PART  16— LIQUIDATION  OF  DUTIES 

Countervailing  Duties;  Sugar  Content 
of  Certain  Articles  From  Australia 

The  following  information  Is  pub¬ 
lished  pursuant  to  TD.  54582  dated  April 
29,  1958  (23  FJt.  3034) . 

The  Treasury  Department  is  in  receipt 
of  official  information  that  the  rates  of 
bounties  or  grants  paid  or  bestowed  by 
the  Australian  Government  within  the 
meaning  of  section  303,  Tariff  Act  of 
1930  (19  UB.C.  1303),  on  the  exportation 
during  the  last  6  months  of  1963  of  ap¬ 
proved  fruit  products  and  other  ap¬ 
proved  products  containing  sugar  are 
the  amounts  set  forth  in  the  following 
table: 

Merchandise — Approved  Frtjit  Products  and 
Other  Approved  Products 

Net  amount 
of  bounty 
per  2.240  lbs. 
of  sugar 

1968  content 

July  _ A£0. 0.0 

August - - -  0. 0.0 

September  _  4.14.0 

October _  0. 0.0 

November  _ _ _  30. 0.0 

December _ _ _  80. 0.0 

Hie  net  amounts  of  bounties  or  grants 
on  the  above-described  commodities 
which  are  manufactured  or  produced  in 
Australia  are  hereby  ascertained,  de¬ 
termined,  and  declared  to  be  the  amounts 
set  forth  in  the  above  table.  Collectors 
of  customs  shall  assess  and  collect  addi¬ 
tional  duties  on  the  above-described  com¬ 
modities,  except  those  commodities 
covered  by  TD.  55716,  whether  imported 
directly  or  indirectly  from  that  country, 
equal  to  the  appropriate  net  amount  of 
the  bounty  shown  in  the  above  table. 

The  table  in  1 16.24(f)  of  the  Cus¬ 
toms  Regulations  is  amended  by  insert¬ 
ing  after  the  last  line  under  “Australia — 
Sugar  content  of  certain  articles”  the 
number  of  this  Treasury  Decision  in  the 
column  headed  “Treasury  Decision”  and 
the  words  “New  Rates”  in  the  column 
headed  “Action.” 


*  Commissioner*  O’Connor  and  Woodward 
dissent  as  to  the  statement  of  the  accounting 
treatment  which  Is  appropriate  under  exist¬ 
ing  law.  Commissioner  O'Connor  believes 
decision  should  be  deferred  until  Congress 
has  acted  on  the  pending  legislation.  Com¬ 
missioner  Woodward  favors  deferred  tax  ac¬ 
counting. 


(RjB.  861.  secs.  808,  624,  46  Stat.  887.  759;  19 
UJS.C.  66,  1303,  1624) 

[seal]  Philip  Nichols,  Jr., 

Commissioner  of  Customs. 

Approved:  January  21,  1964. 

James  A.  Reed, 

Assistant  Secretary  of  the 
Treasury. 

(F.R.  Doc.  64-945;  Filed.  Jan.  29,  1964; 
8:50  ajn.] 

Title  32— NATIONAL  DEFENSE 

Chapter  VI — Department  of  the  Navy 
SUBCHAPTEK  E— CLAIMS 

PART  750— NAVY  GENERAL  CLAIMS 

PART  751— NAVY  PERSONNEL 
CLAIMS 

PART  753— NAVY  FOREIGN  CLAIMS 
Miscellaneous  Amendments 

Scope  and  purpose.  The  amendments 
are  intended  (a)  to  indicate  the  settle¬ 
ment  authority  of  the  Officer  in  Charge, 
UJ3.  Sending  State  Office  for  Australia, 
for  certain  types  of  claims,  (b)  to  update 
the  authority  note  of  Part.  753,  (c)  to 
update  certain  mailing  addresses,  and 
(d)  to  clarify  in  SS  753.18(b)  and  753.21 
(c)  without  substantial  change  the  re¬ 
viewing  authority  of  the  commanding  of¬ 
ficer  for  claims  exceeding  $2,500  but  not 
exceeding  $15,000,  the  finality  of  his  ap¬ 
proval  for  claims  exceeding  $2,500  but 
not  exceeding  $5,000,  and  the  require¬ 
ment  of  approval  by  the  Judge  Advocate 
General  (or  Officer  in  Charge,  US.  Send¬ 
ing  State  Office  for  Australia  or  Italy) 
for  claims  exceeding  $5,000  but  not  ex¬ 
ceeding  $15,000.  Corresponding  changes 
to  the  Manual  of  the  Judge  Advocate 
General  will  be  distributed  to  Navy  and 
Marine  Corps  commands  in  due  course. 

1.  Section  750.41(b)(9)  is  revised  to 
read  as  follows: 

§  750.41  Approval  of  claims. 

•  •  •  •  • 

(b)  Military  Claims  Act  cases.  •  •  • 

(9)  The  Officer  in  Charge,  US.  Send¬ 
ing  State  Office  for  Italy,  and  the  Officer 
in  Charge,  US.  Sending  State  Office  for 
Australia. 

•  •  •  •  • 

2.  Section  750.44  is  revised  to  read  as 
follows: 

§  750.44  Payment  of  claims. 

Claims  approved  by  the  Secretary  of 
the  Navy,  the  Judge  Advocate  General, 
the  Deputy  Judge  Advocate  General, 
the  Assistant  Judge  Advocate  General 
(International  and  Administrative  Law) , 
the  Director,  Litigation  and  Claims  Divi¬ 
sion,  Office  of  the  Judge  Advocate  Gen¬ 
eral,  or  the  Assistant  Director,  Litiga¬ 
tion  and  Claims  Division,  Office  of  the 
Judge  Advocate  General  as  provided  in 
f  750.41  shall  be  forwarded  to  the  US. 
Navy  Finance  Center,  Washington,  D.C., 
20390,  for  payment  from  appropriations 
designated  for  that  purpose.  Claims 
approved  by  the  Officer  in  Charge,  US. 


Sending  State  Office  for  Italy,  the  Officer 
in  Charge.  US.  Sending  State  Office  for 
Australia,  the  Legal  Officer,  US,  Naval 
Base,  Newport,  Rhode  Island,  the  Legal 
Officer,  US.  Naval  Submarine  Base, 
New  London,  Groton,  Connecticut,  or  a 
commandant  or  commander  or  district 
or  staff  legal  officer  as  provided  in 
9  750.41  shall  be  forwarded  to  such 
disbursing  officer  as  may  be  designated 
by  the  Bureau  of  Supplies  and  Accounts 
for  payment  from  appropriations  desig¬ 
nated  for  that  purpose. 

3.  Section  751.21(c)  (2)  (iii) -(3)  is  re¬ 
vised  to  read  as  follows: 

§  751.21  Action  of  Claims  Investigating 
Officer  in  transportation  losses. 

•  •  •  •  * 

(c)  Approval  or  denial  of  concurrent 
claim  by  carrier  or  insurer.  •  •  • 

(2)  Approval  of  claim  by  carrier  or 
insurer.  *  •  • 

(iii)  If  the  claimant  has  received  set¬ 
tlement  from  the  Government  he  will 
be  advised  to  pay  the  proceeds  received 
from  the  carrier  or  insurer  to  the  United 
States  by  endorsing  the  check  to  the 
Commanding  Officer,  U.S.  Navy  Finance 
Center,  Washington,  D.C.,  20390,  or  Dis¬ 
bursing  Officer,  Marine  Corps  Disbursing 
Office,  Arlington,  Va.,  22206,  as  appro¬ 
priate  and  turning  it  over  to  the  com¬ 
manding  officer  or  his  representative. 
The  remittance  may  be  made  by  per¬ 
sonal  check  or  money  order  if  the 
amount  to  be  refunded  as  determined  ac¬ 
cording  to  9  751.13  is  less  than  the 
amount  received  from  the  carrier  or  in¬ 
surer.  The  commanding  officer  will  for¬ 
ward  the  endorsed  check  to  the  Navy  or 
Marine  Corps  Disbursing  Officer,  as  ap¬ 
propriate,  by  speedletter  shown  in  sub- 
paragraph  (3)  of  this  paragraph  using 
the  optional  speedletter  paragrah  5. 

(3)  Form  of  notification  to  activity 
paying  claim.  Notification  to  the  appro¬ 
priate  disbursing  officer  of  a  payment  or 
denial  to  the  claimant  by  a  carrier  or 
insurer  should  contain  the  following: 

Air  Mail  Speedletter 

From:  Commanding  Officer 
To:  Commanding  Officer 

US.  Navy  Finance  Center 
Washington,  D.C.,  20390 
or  Disbursing  Officer 

Marine  Corps  Disbursing  Office 
Arlington,  Va.,  22206 

Re  Claim  For  Reimbursement  Household 
Goods: 

1.  (Full  name  of  claimant) . 

2.  (Grade). 

3.  (Service  number) . 

4.  (Date  claim  forwarded  to  adjudicating 
authority) . 

5.  Claimant  has  retained  (amount  paid) 
settlement  from  carrier/insurer.  Bequest 
deduction  from  Government  settlement  or 
checkage  as  appropriate. 

or 

6.  Attached  carrier/insurer  settlement 
check  endorsed  for  redeposlt  to  appropriate 
claims  allotment. 

or 

5.  Claim  with  carrier/insurer  denied;  con¬ 
sidered  (justified/un  justified* ) . 

•  •  /  *  •  • 


•Requires  additional  action  specified  In 
paragraph  (e)  of  this  section. 
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4.  section  751.24(c)  !s  revised  to  read 
as  follows: 

§  751.24  Navy  service  personnel  adjud¬ 
icating  authority. 

0  9  •-  •  • 

(C)  Reimbursement.  Upon  approval 
of  claims,  reimbursement  shall  be  made 
by  payment  by  the  U.S.  Navy  Finance 
Center,  Washington,  D.C.,  20380,  from 
such  appropriation  as  may  be  designated, 
or  by  reimbursement  in  kind  by  supply 
officers  of  the  Navy,  as  provided  in  in¬ 
structions  issued  by  the  Chief  of  Naval 
Personnel. 

5.  Section  751.26(b)  is  revised  to  read 
as  follows: 

§  751.26  Civilian  personnel  adjudicat¬ 
ing  authority. 

•  *  *  *  * 

(b)  Reimbursement.  Upon  approval 
of  claims,  reimbursement  shall  be  made 
by  payment  by  the  U.S.  Navy  Finance 
Center,  Washington,  D.C.,  20390,  from 
such  appropriation  as  may  be  designated 
for  this  purpose,  or  by  reimbursement  in 
wnri,  as  provided  in  instructions  issued 
by  the  Judge  Advocate  General  of  the 
Navy.  ~ 

6.  Part  753  is  amended  by  revising  the 
authority  note  to  read  as  follows: 

Authority :  ii  753.1  to  753.31  Issued  under 
RS.  161,  secs.  2734,  5031,  70A  Stat.  154,  278, 
as  amended,  sec.  2736,  75  Stat.  488,  secs. 
183(d),  27S4ar-b,  2736,  76  Stat.  512,  517,  767, 
5  US.C.  22,  10  UJ3.C.  133(d),  2734,  2734ar-b, 
2736  (as  added  by  Pub.  Law  87-212),  2736 
(as  added  by  Pub.  Law  87-769),  5031. 

7.  Section  753.18(a) -(b)  is  revised  to 
read  as  follows: 

§  753.18  Creation. 

(a)  Appointing  power  and  composi¬ 
tion.  All  commanding  officers  are  hereby 
granted  authority  to  appoint  Foreign 
Claims  Commissions'.  For  the  purposes 
of  the  Foreign  Claims  Act  and  this  part, 
the  Officer  in  Charge,  U.S.  Sending  State 
Office  for  Italy,  the  Officer  in  Charge, 
U.S.  Sending  State  Office  for  Australia, 
Chiefs  of  Naval  Missions  (including 
chiefs  of  the  naval  section  of  military 
missions).  Chiefs,  Military  Assistance 
Advisory  Groups  (including  Chiefs,  Naval 
Section,  MAAGS),  Senior  Naval  Advisor 
to  Argentina  and  naval  attaches  are  to 
be  considered  commanding  officers. 
Commissions  may  be  appointed  to  con¬ 
sider  each  claim  as  presented,  or  to  con¬ 
stitute  a  standing  claims  commission  to 
consider  all  claims  presented  to  it.  The 
commanding  officer  to  whom  a  claim  is 
presented  has  the  duty  of  referring  the 
claim  to  a  commission,  and  of  appoint¬ 
ing  a  commission  himself  where  neces¬ 
sary  or  expeditious.  Each  Foreign 
Claims  Commission  will  be  composed  of 
one  or  more  officers. 

(b)  Composition  of  commission  and 
review  in  relation  to  amount  of  claims. 
Claims  may  be  considered  by  a  commis¬ 
sion  of  not  more  than  one  member  when 
the  amount  claimed  is  not  in  excess  of 
$1,000;  claims  may  be  considered  by  a 
commission  consisting  of  three  members 


when  the  amount  claimed  exceeds  $1,000. 
The  findings  of  a  claims  commission  are 
final  and  not  subject  to  review  where  the 
amount  awarded  is  not  in  excess  of 
$2,500.  Where  the  amount  which  the 
commission  recommends  be  paid  exceeds 
$2,500  but  does  not  exceed  $15,000,  the 
findings  and  opinion  of  the  claims  com¬ 
mission  are  subject  to  the  review  of  the 
commanding  officer;  claims  as  to  which 
the  amount  the  commission  recommends 
be  paid  exceeds  $2,500  but  does  not  ex¬ 
ceed  $5,000  may  be  paid  only  when  the 
commanding  officer  has  approved  the 
action  of  the  commission  in  allowing  • 
such  claim.  Claims  as  to  which  the 
amount  the  commission  recommends  be 
paid  exceeds  $5,000  but  does  not  exceed 
$15,000  may  be  paid  only  when  the  Judge 
Advocate  General  or,  with  respect  to 
claims  which  arose  in  Italy,  the  Officer 
in  Charge,  U.S.  Sending  State  Office  for 
Italy,  or,  with  respect  to  claims  which 
arose  in  Australia,  the  Officer  in  Charge, 
U.S.  Sending  State  Office  for  Australia, 
has  approved  the  action  of  the  commis¬ 
sion  in  allowing  such  claims.  As  to 
claims  exceeding  $15,000,  see  §§  753.24(b) 
and  753.27. 

•  *  *  *  • 

8.  Section  753.21(c)  is  revised  to  read 
as  follows: 

§  753.21  Report  of  proceedings. 
***** 

(c)  Submission  to  convening  author¬ 
ity.  The  original  report,  together  with 
three  copies,  will  be  submitted  to  the 
convening  authority.  When  the  findings 
of  fact  of  such  commission  are  received 
by  the  convening  authority,  they  shall 
in  each  case  be  final  and  conclusive. 
This  procedure  applies  to  claims  where 
the  amount  to  be  paid  does  not  exceed 
$2,500.  Where  the  amount  which  the 
commission  recommends  be  paid  exceeds 
$2,500  but  does  not  exceed  $5,000,  the 
findings  of  the  commission  are  trans¬ 
mitted  to  the  convening  authority  for  his 
consideration  and  Approval;  upon  receiv¬ 
ing  such  approval,  the  findings  shall  in 
such  cases  be  final  and  conclusive.  See 
§  753.18(b)  for  claims  as  to  which  the 
amount  the  commission  recommends  be 
paid  exceeds  $5,000  but  does  not  exceed 
$15,000.  For  claims  which  the  commis¬ 
sion  considers  meritorious  in  an  amount 
exceeding  $15,000,  see  §§  753.24(b)  and 
753.27. 

(R.S.  161,  secs.  2671-2680,  62  Stat.  982-984, 
secs.  2732,  2733,  2734,  5031,  70A  Stat.  152,  153, 
154,  278,  as  amended,  sec.  2736,  75  Stat.  488, 
secs.  133(d),  2734a-b,  2736,  76  Stat.  512,  517, 
767;  5  U.8.C.  22,  10  U.S.C.  2732,  2733,  2734, 
2734ar-b,  2786  (as  added  by  Pub.  Law  87-212) , 
2736  (as  added  by  Pub.  Law  87-769),  5081) 

Dated:  January  22, 1964. 

By  direction  of  the  Secretary  of  the 
Navy. 

[seal]  Robert  D.  Powers,  Jr.,' 
Rear  Admiral,  U.S.  Navy,  Act¬ 
ing  Judge  Advocate  General 
of  the  Navy. 

[FJR.  Doc.  64-901;  Plied,  Jan.  29,  1964; 

8:45  aon.]  7 


Title  33 — NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

[COPR  64-81 

SUBCHAPTER  K— SECURITY  OF  VESSELS 

PART  124— CONTROL  OVER 
MOVEMENT  OF  VESSELS 

SUBCHAPTER  U-SECURITY  ON  WATERFRONT 
FACILITIES 

PART  126— HANDLING  OF  EXPLO¬ 
SIVES  OR  OTHER  DANGEROUS 
CARGOES  WITHIN  OR  CONTIGU¬ 
OUS  TO  WATERFRONT  FACILITIES 

Vessel’s  Advance  Notice  of  Time  of 
Arrival  in  Commonwealth  of 
Puerto  Rico;  and  Handling  Vehicles 
With  Gasoline  in  Tanks  on  Water¬ 
front  Facilities 

By  Executive  Order  10173  the  Presi¬ 
dent  found  that  the  security  of  the 
United  States  is  endangered  by  reason 
of  subversive  activities  and  prescribed 
certain  regulations  relating  to  the  safe¬ 
guarding  against  destruction,  loss,  or  in¬ 
jury  from  sabotage  or  other  causes  of 
similar  nature  to  vessels,  ports,  and 
waterfront  facilities  in  the  United  States 
and  all  territory  and  waters,  continental 
or  insular,  subject  to  the  jurisdiction  of 
the  United  States  exclusive  of  -the  Canal 
Zone. 

Pursuant  to  the  authority  of  33  CFR 
6.04-8  in  Executive  Order  10173  (15  FJt. 
7007 ;  3  CFR,  1950  Supp.)  the  Captain  of 
the  Port  may  supervise  and  control  the 
movement  of  any  vessel  and  shall  take 
full  or  partial  possession  or  control  of 
any  vessel  or  any  part  thereof  when 
within  the  territorial  waters  of  the 
United  States  under  his  jurisdiction 
whenever  it  appears  to  him  that  such 
action  is  necessary  in  order  to  secure 
such  vessel  from  damage  or  injury  or  to 
prevent  damage  or  injury  to  any  water¬ 
front  facility  on  waters  of  the  United 
States  or  to  secure  the  observance  of 
rights  and  obligations  of  the  United 
States. 

The  provisions  of  33  CFR  124.10  set 
forth  the  requirements  regarding  the 
advance  notice  of  a  vessel’s  estimated 
time  of  arrival  at  a  United  States  port- 
of-call  to  the  Captain  of  the  Port.  The 
purpose  for  amending  §  124.10(a)  (7)  is 
to  provide  a  means  whereby  the  Com¬ 
mander,  7th  Coast  Guard  District,  may 
prescribe  conditions  under  which  the 
many  small  cargo  vessels  voyaging  be¬ 
tween  the  Lesser  Antilles  and  the  Com¬ 
monwealth  of  Puerto  Rico  may  be  con¬ 
sidered  to  be  in  constructive  compliance 
with  the  advance  notice  of  time  of  arrival 
requirement.  Although  the  general  pat¬ 
tern  of  this  tramp  cargo  activity  is  well 
known,  frequently  the  individual  sched¬ 
ules  are  not  known  24  hours  in  advance. 
Other  changes  in  wording  have  been 
made  which  are  editorial  in  nature. 

The  provisions  of  33  CFR  126.15  set 
forth  the  conditions  for  a  designated 
waterfront  facility,  and  in  §  126.15(d) 
are  the  conditions  governing  the  han- 
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dling  and  storage  of  trucks  and  other 
motor  vehicles.  The  provision*  in 
1 126.15(d)(4)  are  amended  by  deleting 
the  requirement  that  vehicle*  handled 
and  stored  as  cargo  on  a  waterfront 
facility  must  have  empty  gasoline  tanks 
since  the  dangerous  cargo  regulations 
(46  CFR  146.37-90)  now  allow  such  ve¬ 
hicles  to  be  transported  with  gasoline  in 
the  tanks. 

Because  of  the  national  emergency  de¬ 
clared  by  the  President,  it  is  found  that 
compliance  with  the  Administrative  Pro¬ 
cedure  Act  (respecting  notice  of  proposed 
rulemaking,  public  rulemaking  proce¬ 
dures  thereon,  and  effective  date  require¬ 
ments)  is  impracticable  and  contrary  to 
the  public  interest. 

By  virtue  of  the  authority  vested  in  me 
as  Commandant,  United  States  Coast 
Guard,  by  Executive  Order  10173  as 
amended  by  Executive  Orders  10277  and 
10352  I  hereby  prescribe  the  following 
amendments,  which  shall  become  effec¬ 
tive  upon  the  date  of  publication  in  the 
Federal  Register  :  * 

1.  Section  124.10(a)(7)  is  amended  to 
read  as  follows: 

§  124.10  Advance  notice  of  vessel's  time 
of  arrival  to  Captain  of  the  Port. 

(a)  •  •  • 

(7)  For  that  vessel  which  is  engaged  in 
operations  in  and  out  of  the  same  port 
to  sea  and  return  without  entering  any 
other  port,  or  on  coastwise  voyages  be¬ 
tween  ports  in  the  same  Coast  Guard 
District,  or  on  voyages  between  ports  in 
the  First,  Ninth,  Thirteenth,  or  Seven¬ 
teenth  Coast  Guard  Districts  and  adja¬ 
cent  Canadian  ports,  or  between  ports  in 
the  Commonwealth  of  Puerto  Rico  and 
ports  in  the  Lesser  Antilles,  the  Coast 
Guard  District  Commander  having  juris¬ 
diction  may,  when  no  reason  exists  which 
renders  such  action  prejudicial  to  the 
rights  and  interests  of  the  United  States, 
prescribe  conditions  under  which  such 
vessels  may  be  considered  by  the  Cap¬ 
tains  of  the  Port  as  being  in  constructive 
compliance  with  the  requirements  of  this 
section  without  the  necessity  for  report¬ 
ing  each  individual  arrival. 

•  *  •  •  • 

(Sec.  1,  40  St&t.  230,  as  amended;  50  TJJ3.C. 
191;  E.  O.  10178,  15  PH.  7006,  8  CPU,  1950 
Supp.,  E.  O.  10277,  16  Fit.  7537,  8  CFR,  1951 
Supp.,  S.  O.  10352,  17  Fit.  4607,  8  CFR,  1952 
Supp.) 

2.  Section  126.15(d)  (4)  is  amended  to 
read  as  follows: 

§  126.15  Condition*  for  designation  a* 
designated  waterfront  facility. 
*•00* 

(d)  Trucks  and  other  motor  vehi¬ 
cles.  •  •  • 

(4)  When  a  vehicle  is  handled  and 
stored  as  an  item  of  cargo. 

•  •  •  •  • 

(Sec.  1,  40  St&t.  220.  as  amended;  60  US.O. 
101,  K.  O.  10173,  16  FR.  7005,  8  CFR.  1950 
Supp,  E.  O.  10277.  16  Fit.  7537,  8  CFR,  1951 
Supp,  E.  O.  10352.  17  Fit.  4607,  8  CFR,  1962 
Supp.) 

Dated:  January  27,  1964. 

[seal]  "  E.  J.  Roland, 

Admiral,  UJS.  Coast  Guard, 
Commandant, 

[F.R.  Doc.  64-944;  FUsd,  Jan.  29,  1964; 
6:46  ana.]  - 


Chapter  11 — Corps  of  Engineers, 
Department  of  the  Army 

PART  203— BRIDGE  REGULATIONS 

PART  204— DANGER  ZONE 
REGULATIONS 

St.  Johns  River,  Fla.,  and  Block  Island 
Sound,  N.Y. 

1.  Pursuant  to  the  provisions  of  sec¬ 
tion  5  of  the  River  and  Harbor  Act  of 
August  18,  1894  (28  Stat.  362;  S3  UJS.C. 
499),  S  203.430a  is  hereby  prescribed  to 
govern  the  operation  of  the  Florida  State 
Road  Department  bridge  across  8t.  Johns 
River  near  Sanford,  Florida,  effective  30 
days  after  publication  in  the  Federal 
Register,  as  follows: 

§  203.430a  St.  Johns  River,  Fla. ;  Flor¬ 
ida  State  Road  Department  bridge 
between  Sanford  and  Osteen. 

(a)  The  owner  of  or  agency  control¬ 
ling  the  bridge  will  not  be  required  to 
keep  a  draw  tender  in  attendance  or  to 
open  the  drawspan  between  the  hours 
of  7:00  pm.  and  7:00  am.  except  on  12 
hours'  advance  notice  to  be  given  to  the 
authorized  representative  of  the  owner 
of  the  bridge.  Regular  draw  tender  serv¬ 
ice  will  be  maintained  between  7:00  am. 
and  7: 00  pm. 

(b)  The  owner  of  or  the  agency  con¬ 
trolling  the  bridge  shall  keep  conspicu¬ 
ously  posted  on  both  the  upstream  and 
downstream  sides  of  the  bridge,  in  such 
a  manner  that  they  can  easily  be  read  at 
any  time,  signs  setting  forth  the  salient 
features  of  the  regulations  and  stating 
exactly  how  the  authorized  representa¬ 
tive  specified  in  paragraph  <a)  of  this 
section  may  be  reached  for  opening  the 
bridge. 

[Regs,  January  16.  1964,  1507-32  (St.  Johns 
River,  Fla.)— ENGCW-ON)  (Sec.  5.  28  Stat. 
362;  S3  UJ3.C.  499) 

2.  Pursuant  to  the  provisions  of  sec¬ 
tion  7  of  the  River  and  Harbor  Act  of 
August  8,  1917  (40  Stat.  266  ;  33  UB.C. 
1),  S  204.12  governing  the  use  and  navi¬ 
gation  of  a  danger  zone  in  Block  Island 
Sound,  N.Y.,  Is  hereby  revoked,  effec¬ 
tive  on  publication  in  the  Federal  Reg¬ 
ister,  since  the  area  is  no  longer  needed, 
as  follows: 

S  204.12  Block  Island  Sound  in  vicinity 
of  Gardiners  Point,  N.Y. ;  naval 
bombing,  rocket  firing,  and  strafing 

[Revoked.] 

[Regs.,  January  15,  1964,  1507-82  (Block 
Island  Sound,  N.Y. )  -ENGCW-ON  ]  (Sec. 
7,  40  Stat.  266;  S3  UJ3.C.  1) 

J.  C.  Lambert, 

Major  General,  UJS.  Army, 

The  Adjutant  General. 

[PH.  Doc.  64-900;  Filed.  Jan.  29,  1964; 
8:46  am.) 


Title  49— TRANSPORTATION 

'  Chapter  J— Interstate  Commerce 
Commission 

SUBCHAPTER  A— GENERAL  RULES  AND 
REGULATIONS 

[8.0.  No.  958] 

PART  95— CAR  SERVICE 

Free  Time  on  Unloading  Box  Cars  at 
Ports 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Division  3,  held  at 
its  office  in  Washington,  DU,  on  the  24th 
day  of  January  AD.  1964. 

It  appearing,  that  there  is  a  critical 
shortage  of  box  cars,  that  such  cars 
are  being  delayed  unduly  in  unloading 
at  ports  and  that  free  time  published  in 
tariffs  for  unloading  such  cars  aggravates 
the  shortage;  Impeding  the  use,  control,  , 
supply,  movement,  distribution,  ex¬ 
change,  interchange  and  return  of  such 
cars;  in  the  opinion  of  the  Commission 
an  emergency  exists  at  an  ports  of  the 
country  requiring  immediate  action  to 
promote  car  service  in  the  interest  of 
the  public  and  the  commerce  of  the 
people.  Accordingly  the  Commission 
finds  that  notice  and  public  procedure 
are  impracticable  and  contrary  to  the 
public  interest,  and  that  good  cause  ex¬ 
ists  for  making  this  order  effective  upon 
less  than  thirty  days'  notice. 

It  is  ordered.  That: 

§  95.953  Service  Order  953. 

(a)  Free  time  on  unloading  box  can 
at  ports.  (1)  No  Common  Carrier  or  car¬ 
riers  by  railroad  subject  to  the  Inter-  • 
state  Commerce  Act  shall  allow,  grant  or 
permit  more  than  a  combined  total  of 
seven  (7)  days’  free  time  on  any  box 
car  held  for  unloading  at  the  point  of 
transfer  from  car  to  vessel  or  storage  or 
when  held  short  of  such  transfer  point. 
The  provisions  of  this  paragraph  shall 
not  be  construed  to  require  or  permit  the 
increase  of  any  free  time  published  in 
tariffs  lawfully  on  file  with  this  Com¬ 
mission.  and  in  effect  on  the  effective 
date  of  this  order. 

(2)  Section  22  quotations:  Common 
carrier  or  carriers  by  railroad,  subject  of 
the  Interstate  Commerce  Act,  who  have 
entered  or  may  enter  into  Section  22 
agreements  with  the  United  States,  pro¬ 
viding  for  waiver  of  storage  and/or  de¬ 
murrage  charges  at  port  areas  where 
shipments  are  held  for  transfer  to  ves¬ 
sels  or  storage  or  where  held  short  of 
such  transfer  or  storage  point  shall,  upon 
expiration  of  the  combined  total  of  7 
days’  time,  provided  by  this  order,  unload 
and  release  the  car  or  cars  for  transpor¬ 
tation  service  within  24  hours  thereafter. 

(b)  Computation  of  free  time.  (1)  All 
Saturdays,  Sundays  and  holidays  listed 
in  item  25  of  Agent  Hinsch’s  Demurrage 
Tariff  4-F,  LC.C.  H-ll  and  subsequent 
issues  thereof  shall  be  excluded  in  com¬ 
puting  the  free  time  provided  in  para¬ 
graphia)  of  this  section. 

(2)  The  free  time  provided  in  para¬ 
graph  (a)  of  this  section  shall  be  com¬ 
puted  from  the  first  7:00  a.m,  after  no¬ 
tice  of  arrival  or  constructive  placement 
is  sent  or  given  to  the  party  entitled  to 
receive  same  until  final  release  of  the 


FEDERAL  REGISTER 


1571 


Thursday ,  January  30,  1964 

car  less  time  required  to  move  a  con¬ 
structively  placed  car  from  hold  point  to 
noint  of  unloading. 

(3)  Any  detention  beyond  the  seventh 
day  of  free  time  provided  in  paragraph 

(a)  of  this  section  shall  not  be  offset  by 
credits  earned  under  any  average  de¬ 
tention  basis  for  settlement. 

(c)  Definition  of  boxcars.  The  term 
“boxcars”  as  used  herein  means  freight 
equipment  having  a  mechanical  desig¬ 
nation  in  the  Official  Railway  Equipment 
Registered  prefixed  by  “X”  or  “V”. 

(d)  Application.  The  provisions  of 
this  order  shall  apply  to  intrastate,  inter¬ 
state  and  foreign  commerce,  including 
commerce  with  insular  possessions. 

(e)  Regulations  suspended — an¬ 
nouncement  required.  The  operation  of 
all  rules  and  regulations  insofar  as  they 
conflict  with  the  provisions  of  this  order 
is  hereby  suspended  and  each  railroad 
subject  to  this  order,  or  its  agent  shall 
publish,  file  and  post  a  supplement  to 
each  of  its  tariffs*  affected  hereby,  in 
substantial  accordance  with  the  provi¬ 
sions  of  Rule  9(10  of  the  Commission’s 
Tariff  Circular  No.  20,  announcing  such 
suspension. 

(f)  Effective  date.  This  order  shall 
become  effective  at  12:01  a.m.,  February 
1, 1964,  and  the  provisions  of  this  order 
shall  apply  to  all  cars  on  which  the  free 
time  provided  herein  has  not  expired  on 
the  effective  date  and  hour  herein 
stated. 

(g)  Expiration  date.  This  order  shall 
expire  at  11:59  pm.,  December  31,  1964, 
unless  otherwise  modified,  changed,  sus¬ 
pended  or  annulled  by  order  of  this 
Commission. 

(h)  This  order  shall  not  change  De¬ 
murrage  Rule  8  of  Tariff  I.C.C.  H-ll  as 
amended  or  as  reissued,  or  similar  rules 
in  other  tariffs  adjusting,  cancelling,  or 
refunding  demurrage  charges  arising 
from  the  unusual  conditions  or  circum¬ 
stances  described  in  said  Rule  8  or  sim¬ 
ilar  rules  in  other  tariffs. 

It  is  further  ordered.  That  a  copy  of 
this  order  and  direction  shall  be  served 


upon  the  Association  of  American  Rail¬ 
roads,  Car  Service  Division,  as  agent  of 
the  railroads  subscribing  to  the  car  serv¬ 
ice  and  per  diem  agreement  under  the 
terms  of  that  agreement;  and  that  notice 
of  this  order  be  given  to  the  general 
public  by  depositing  a  copy  in  the  office 
of  the  Secretary  of  the  Commission  at 
Washington,  D.C.,  and  by  filing  it  with 
the  Director,  Office  of  the  Federal 
Register. 

(Sec.  1,  12,  16,  24  Stat.  379,  383,  384,  as 
amended:  49  U.S.C.  1,  12,  16.  Interprets  or 
applies  Sec.  1(10-17),  16(4),  40  Stat.  101,  as 
amended  64  Stat.  911;  49  U.S.C.  1(10-17), 
16(4)) 

By  the  Commission,  Division  3. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[F.R.  Doc.  64-932;  Filed,  Jan.  29,  1964; 

8:48  am.] 


Title  50— WILDUFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

PART  33— SPORT  FISHING 

Mattamuskeet  National  Wildlife 
Refuge,  North  Carolina 

The  following  special  regulation  is 
issued  and  is  effective  on  date  of  pub¬ 
lication  in  the  Federal  Register. 

§  33.5  Special  regulations;  sport  fish¬ 
ing;  for  individual  wildlife  refuge 
areas. 

North  Carolina 

MATTAMUSKEET  NATIONAL  WILDLIFE 
REFUGE 

Sport  fishing  on  the  Mattamuskeet 
National  Wildlife  Refuge,  North  Caro¬ 
lina,  is  permitted  only  on  the  areas  desig¬ 


nated  by  signs  as  open  to  fishing.  This 
open  area,  comprising  40,000  acres  or  80 
percent  of  the  total  area  of  the  refuge, 
is  delineated  on  a  map  available  at  the 
refuge  headquarters  and  from  the  office 
of  the  Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife,  Peachtree- 
Seventh  Building,  Atlanta  23,  Georgia. 
Sport  fishing  is  subject  to  the  following 
conditions: 

(a)  Species  permitted  to  be  taken: 
Black  bass,  white  perch,  pan  fish  (crap- 
pie,  yellow  perch,  pickerel,  sunflsh) ,  and 
other  minor  species  permitted  by  State 
regulations. 

(b)  Open  season:  January  28,  1964, 
through  the  day  before  the  opening  of 
the  waterfowl  hunting  season. 

(c)  Daily  creel  limits:  Black  bass — 8; 
white  perch — no  limit;  pan  fish — 25  (in 
aggregate) ;  other  minor  species  as  pre¬ 
scribed  by  State  regulations. 

(d)  Methods  of  fishing: 

(1)  Rod  and  reel,  pole  and  line,  arti¬ 
ficial  and  live  bait  permitted. 

(2)  Boats  and  motors,  without  size 
limitations,  permitted. 

(3)  Guide  services  are  available. 

(e)  Other  provisions : 

(1)  The  provisions  of  this  special  regu¬ 
lation  supplement  the  regulations  which- 
govem  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  33. 

(2)  Certain  areas  will  be  posted  as 
closed  to  motor  boats  to  prevent  disturb¬ 
ance  in  prime  spawning  zones. 

(3)  A  Federal  permit  is  not  required  to 
enter  the  public  fishing  area. 

(4)  The  provisions  of  this  special  regu¬ 
lation  are  effective  to  December  1,  1964. 

Walter  A.  Gresh, 
Regional  Director,  Bureau  of 
Sport  Fisheries  and  Wildlife. 

January  22, 1964. 

[FR.  Doc.  64-924;  Filed,  Jan.  29,  1964; 

8:47  ajn.) 


Proposed  Rule  Making 


DEPARTMENT  OF  THE  TREASURY 

Coast  Guard 

[  33  CFR  Parts  67,  80,  84,  95,  124, 
126  1 

[  46  CFR  Parts  2,  12,  25,  30-35,  43- 

46,  55,  57,  70-78,  90,  91,  93-98, 

111-113,  146,  157,  160,  162,  164, 

176,  180,  187  1 

[CGFR  63-88] 

NAVIGATION  AND  VESSEL 
INSPECTION  REGULATIONS 

Public  Hearing  on  Proposed  Changes 

1.  The  Merchant  Marine  Council  will 
hold  a  public  hearing  on  Monday,  March 
23, 1964,  commencing  at  9:30  a.m.  in  the 
Departmental  Auditorium,  between  12th 
and  14th  Streets  on  Constitution  Avenue 
NW.,  Washington,  D.C.,  for  the  purpose 
of  receiving  comments,  views  and  data 
on  the  proposed  changes  in  the  naviga¬ 
tion  and  vessel  inspection  rules  and  reg¬ 
ulations  as  set  forth  in  Items  I  to  XI, 
inclusive,  in  Volume  I,  Item  xn  in  Vol¬ 
ume  n,  and  Items  XUI  and  XIV  in 
Volume  m  of  the  Merchant  Marine 
Council  Public  Hearing  Agenda  (CG- 
249) ,  dated  March  23, 1964.  The  Agenda 
contains  the  specific  changes  being  pro¬ 
posed  to  the  navigation  and  vessel  in¬ 
spection  regulations,  and  for  certain 
items  the  present  and  proposed  regula¬ 
tions  are  set  forth  in  comparison  form, 
together  with  reasons  for  the  changes. 

2.  This  document  contains  general 
descriptions  of  the  proposed  changes  in 
the  regulations  together  with  appropri¬ 
ate  references  to  statutes  authorizing 
such  requirements  governing: 

(a)  Navigation  and  vessel  inspection; 

(b)  Security  of  vessels  and  waterfront 
facilities; 

(c)  Private  aids  to  navigation  on 
structures  on  the  Outer  Continental 
Shelf,  Gulf  of  Mexico,  and  adjacent 
waters; 

(d)  Rules  of  the  Road ;  and 

(e)  Implementation  of  the  1960  Safety 
of  Life  at  Sea  Convention. 

The  complete  text  of  proposed  changes 
and  additions  to  regulations  is  set  forth 
in  three  volumes  of  the  “Merchant  Ma¬ 
rine  Council  Public  Hearing  Agenda'* 
(CG-249),  dated  March  23,  1964.  Cop¬ 
ies  of  this  Agenda  are  mailed  to  persons 
and  organizations  who  have  expressed  a 
continued  interest  in  the  subjects  under 
consideration  and  have  requested  that 
copies  be  furnished  them.  Copies  of  the 
Agenda  will  be  furnished,  upon  request, 
to  the  Commandant  (CMC) ,  United 
States  Coast  Guard,  Washington,  D.C., 
20226,  so  long  as  they  are  available. 
After  the  supply  of  extra  copies  is  ex¬ 
hausted  copies  will  be  available,  for 
reading  purposes  only,  in  Room  4211, 
Coast  Guard  Headquarters  or  at  the 
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offices  of  the  various  Coast  Guard  Dis¬ 
trict  Commanders. 

3.  Comments  on  the  proposed  regu¬ 
lations  are  invited.  Written  comments 
containing  constructive  criticism,  sug¬ 
gestions,  or  views  are  welcomed.  How¬ 
ever,  acknowledgement  of  the  comments  ' 
received  or  reasons  why  the  suggested 
changes  were  or  were  not  adopted  can¬ 
not  be  furnished  since  personnel  are  not 
available  to  handle  the  necessary  corre¬ 
spondence  involved.  Each  oral  or  writ¬ 
ten  comment  is  considered  and  evalu¬ 
ated.  If  it  is  believed  the  comment, 
view  or  suggestion  clarifies  or  improves 
a  proposed  regulation  or  amendment, 
such  proposal  is  changed  accordingly 
and,  after  adoption  by  the  Commandant, 
the  regulations  as  revised  are  published 
in  the  Federal  Register. 

4.  Each  person  or  organization  who 
desires  to  submit  comments,  data  or 
views  in  connection  with  the  proposed 
regulations  set  forth  in  this  Agenda 
should  submit  them  in  duplicate  so  that 
they  will  be  received  by  the  Commandant 
(CMC),  United  States  Coast  Guard 
Headquarters,  Washington,  D.C.,  20226, 
prior  to  March  20, 1964.  Comments,  data 
or  views  may  be  presented  orally  or  in 
writing  at  the  Public  Hearing  before  the 
Merchant  Marine  Council  on  March  23, 
1964.  In  order  to  insure  consideration 
of  written  comments  and  to  facilitate 
checking  and  recording,  it  is  essential 
that  each  comment  regarding  a  section 
or  paragraph  of  the  proposed  regulations 
be  submitted  on  Form  CG-3287,  showing 
the  section  number  (if  any),  the  name, 
the  proposed  change,  the  reason  or  basis, 
and  the  business  firm  or  organization  (if 
any)  and  the  address  of  the  submitter. 
A  small  quantity  of  Form  CG-3287  is  at¬ 
tached  to  this  Agenda.  Additional  copies 
may  be  reproduced  by  typewriter  or 
otherwise,  or  may  be  obtained  upon  re¬ 
quest  from  the  Commandant  (CMC) . 

5.  Each  item  in  the  Agenda  has  been 
given  a  general  title,  intended  to  en¬ 
compass  the  specific  proposals  presented. 
It  is  urged  that  each  item  be  read  com¬ 
pletely  because  the  application  of  pro¬ 
posals  to  specific  employment  or  types 
of  vessels  may  be  found  in  more  than 
one  item.  For  example,  Item  I  contain 
proposals  regarding  bulk  dangerous 
chemicals  and  is  applicable  to  tank  ves¬ 
sels  and  cargo  and  miscellaneous  ves¬ 
sels  and  manning  of  such  vessels  while 
Item  m  applies  to  tank  vessels,  cargo  and 
miscellaneous  vessels  and  small  passenger 
vessels. 

Item  I — Bulk  Dangerous  Cargoes 

A — TANK  BARGES  CARRYING  CERTAIN  BULK 

INFLAMMABLE  OR  COMBUSTIBLE  DANGER¬ 
OUS  CARGOES 

6.  It  is  proposed  to  add  to  the  rules 
and  regulations  for  tank  vessels  new 
regulations  designated  46  CFR  32.63-1  to 
32.63-25,  inclusive,  in  a  new  Subpart  32.63 
entitled  “Hull  and  Cargo  Tank  Require¬ 


ments  for  Tank  Barges  Carrying  Certain 
Dangerous  Cargoes,  Constructed  or  Con¬ 
verted  on  or  after  July  1,  1964,"  as  well 
as  a  new  section  governing  operating  re¬ 
quirements  designated  46  CFR  35.01-50 
and  entitled  “Special  operating  require¬ 
ments  for  tank  barges  carrying  certain 
dangerous  bulk  cargoes  after  July  l 
1964— B/ALL.” 

7.  The  use  of  barges  for  bulk  ship¬ 
ments  of  petroleum  products  and  liquid 
chemical  commodities  has  been  growing 
rapidly  and  steadily.  It  is  estimated 
that,  in  the  years  since  the  end  of  World 
War  n,  the  production  of  chemicals  has 
tripled.  Not  only  has  overall  production 
increased,  but  products  which  were  un¬ 
known,  at  the  most  were  laboratory  curi¬ 
osities  a  few  short  ydars  ago,  are  being 
produced  by  the  thousands  of  tons  today. 
This  increased  production  has  resulted  in 
the  growth  of  another  problem;  that  of 
transportation  of  large  quantities  of 
these  products  from  producer  to  con¬ 
sumer.  Shipment  by  carboy,  drum,  and 
tank  car  has  successively  given  way  to 
bulk  shipment  by  barge. 

8.  For  a  good  many  years,  the  Coast 
Guard  has  regulated  the  shipment  of  in¬ 
flammable  and  combustible  liquids  in 
bulk  by  means  of  tank  barges  and  tank 
vessels.  In  1936,  when  the  governing 
Tank  Vessel  Regulations  (46  CFR  Parts 
30  to  38)  were  enacted,  petroleum  prod¬ 
ucts  were  the  principal  hazardous 
liquids  shipped  in  bulk.  -  For  these  liquid 
cargoes,  fire  and  explosion  were  the 
principal  hazards  to  be  guarded  against. 
Today,  a  great  many  of  the  dangerous 
commodities  shipped  by  water  possess 
additional  hazards  to  operating  person¬ 
nel  and  to  the  general  public.  To  the 
danger  of  fire  may  be  added  the  toxic  or 
asphyxiating  properties  of  the  material, 
or  the  reactivity  or  instability  of  the 
material  as  manifested  by  decomposition 
or  polymerization.  To  make  the  hazard 
more  serious,  it  can  be  seen  that,  as  the 
size  of  the  shipments  of  these  products 
grows  progressively  larger,  the  potential 
danger  to  the  public  increases  as  well 

9.  The  Coast  Guard  has  studied  a 
number  of  marine  casualties  involving 
open  hopper  type  barges.  These  casual¬ 
ties  resulted  in  such  barges  sinking  be¬ 
cause  of  swamping  or  diving.  A  review 
of  the  marine  casualties  involving  barges 
carrying  dangerous  cargoes  disclosed  an 
urgent  and  immediate  need  for  positive 
action  in  the  public  interest  to  prevent 
similar  future  barge  sinkings.  A  special 
Coast  Guard  Committee  on  Dangerous 
Cargoes  has  recommended  corrective 

action  be  taken  to  minimize  the  possi¬ 
bility  of  future  casualties.  The  Com¬ 
mittee  recommended  that  this  action  be 
in  separate  phases;  namely,  (1)  operat¬ 
ing  requirements  for  open  hopper  type 
barges,  (2)  changes  in  the  regulations 
covering  the  design,  construction  and 
operation  of  new  barges,  and  (3)  a  study 
of  existing  open  hopper  type  barges  to 
determine  to  what  extent  such  barges 
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■hould  be  modified  to  meet  the  revised 
safety  standards  for  new  barge  design 

and  construction. 

10  The  first  phase,  the  operation  of 
existing  open  hopper  type  barges,  is  now 
m  effect.  The  special  regulations  were 
nublished  in  the  Federal  Register  of 
February  6,  1963  (28  PE.  1150,  1511), 
with  an  effective  date  of  March  1,  1963 
(46  CFR  35.01-45) .  The  second  phase, 
proposed  safety  standards  and  operating 
requirements  for  new  barges,  is  set  forth 
'  f0r  consideration  in  this  item. 

11.  in  general,  the  proposed  regula¬ 
tions  outline  the  construction  require¬ 
ments  and  certain  operating  procedures 
for  barges  carrying  certain  dangerous 
cargoes  in  bulk.  It  is  intended  to  desig¬ 
nate  three  types  of  barges,  which  will  be 
given  numerical  designations.  The  types 
will  differ  by  strength  and  stability. 

12.  A  given  bulk  liquid  cargo  win  be 
considered  by  the  Commandant  from  the 
standpoint  of  fire  hazard,  danger  to 
health,  and  chemical  reactivity  and  sta¬ 
bility  involved.  As  the  hazards  inherent 
in  the  product  increase  in  severity,  the 
strength  and  stability  required  of  the 
barge  in  which  the  product  is  to  be  car¬ 
ried  will  become  more  stringent.  This 
is  considered  necessary  in  order  to  pre¬ 
vent,  insofar  as  possible,  the  uncontrolled 
release  of  hazardous  products  into  the 
water  and/or  the  atmosphere.  However, 
at  this  time  it  is  not  intended  to  specifi¬ 
cally  designate  what  categories  of  com¬ 
modities  shall  be  carried  in  a  particular 
designated  type  of  barge,  but  to  leave 
this  matter  to  administrative  discretion 
after  consideration  of  facts  presented  by 
barge  owner  and/or  operator. 

13.  It  is  proposed  that  a  barge  carry¬ 
ing  dangerous  inflammable  or  combus¬ 
tible  liquids  in  bulk  have  cargo  transfer 

(operations  supervised  or  handled  by  a 
certificated  tankerman  especially  quali¬ 
fied  to  handle  the  particular  cargo  in¬ 
volved.  In  the  case  of  an  unmanned 
barge  under  tow,  or  while  such  barge 
is  moored,  a  certificated  tankerman  es¬ 
pecially  qualified  to  handle  such  cargo 
or  a  licensed  officer  specifically  instructed 
and  capable  to  have  maintained  condi¬ 
tions  governing  such  commodities,  in¬ 
cluding  emergency  procedures  to  be  fol¬ 
lowed,  must  be  on  duty. 

14.  The  posting  of  certain  signs  and 
information  boards  has  been  proposed 
in  order  that,  in  the  event  of  an  emer¬ 
gency,  persons  rendering  assistance  will 
be  apprised  of  the  nature  of  the  cargo, 
and  of  any  special  considerations  which 
should  be  noted  as,  for  example,  the  re¬ 
activity  oi  certain  cargoes  with  water. 

15.  The  authority  to  prescribe  regula¬ 
tions  governing  tank  vessels  is  in  RJS. 
4405,  as  amended,  4417a,  as  amended, 
and  4462,  as  amended  (46  US.C.  375, 
391a,  and  416) .  These  regulations  also 
interpret  or  apply  section  3  of  the  Act 
of  August  9,  1954  (50  UJS.C.  198)  and 
EO.  10402  (17  F JR.  9917,  3  CFR  1952 
Supp.).  The  delegations  of  authority 
for  the  Commandant,  U.S.  Coast  Guard, 
to  prescribe  regulations  are  in  Treasury 
Department  Orders  120,  July  31, 1950, 15 
PR.  6521,  and  167-14,  November  26, 1954, 
19  P R.  8026. 
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B — BARGES  CARRYING  CERTAIN  OTHER  BULK 
DANGEROUS  CARGOES 

16.  It  is  proposed  to  amend  the  rules 
and  regulations  for  cargo  and  miscel¬ 
laneous  vessels  by  amending  46  CFR 
98.03-1  and  98.05-5  to  extend  the  scope 
of  application  to  include  all  barges  which 
carry  certain  dangerous  cargoes  in  bulk 
as  specified  in  46  CFR  Part  98  and  to 
show  the  effective  dates  for  various  re¬ 
quirements,  and  to  add  new  regulations 
designated  46  CFR  98.03-7,  98.03-8, 
98.05-15,  98.03-20,  98.03-25,  98.03-30, 
98.03-35,  and  98.03-40  to  outline  the  con¬ 
struction  requirements  and  certain  op¬ 
erating  procedures  for  barges  carrying 
certain  dangerous  cargoes  in  bulk,  in¬ 
cluding  such  commodities  as  elemental 
phosphorous  in  water,  sulfuric  acid, 
hydrochloric  acid,  liquid  chlorine,  anhy¬ 
drous  ammonia,  etc. 

17.  The  chemical  industry  has  been 
growing  rapidly  and  steadily  since  the 
beginning  of  the  current  century.  It  is 
estimated  that  the  production  of  chemi¬ 
cals  has  tripled  on  a  yearly  basis  since 
the  end  of  World  War  IL  Not  only  has 
overall  production  increased,  but  prod¬ 
ucts,  which  were  then  unknown  or  at 
the  most  were  laboratory  curiosities  a 
few  short  years  ago,  are  being  produced 
by  the  thousands  of  tons  today.  This 
increased  production  has  resulted  in  the 
growth  of  another  problem;  that  of 
transportation  of  large  quantities  of 
these  products  from  producer  to  con¬ 
sumer.  Shipment  by  carboy,  drum,  and 
tank  car  has  successively  given  way  to 
bulk  shipment  by  barge. 

18.  For  a  good  many  years,  the  Coast 
Guard  has  regulated  the  shipment  of  in¬ 
flammable  mid  combustible  liquids  in 
bulk  by  means  of  tank  barges  and  tank 
vessels.  In  1936,  when  the  governing 
Tank  Vessel  Regulations  (46  CFR  Parts 
30  to  38)  were  enacted,  petroleum  prod¬ 
ucts  were  the  principal  hazardous  liquids 
shipped  in  bulk.  For  these  liquid  car¬ 
goes,  fire  and  explosion  were  the  prin¬ 
cipal  hazards  to  be  guarded  against. 
Today,  a  great  many  of  the  dangerous 
commodities  shipped  by  water  possess 
additional  hazards  to  operating  person¬ 
nel  and  to  the  general  public.  To  the 
danger  of  fire  may  be  added  the  toxic 
or  asphyxiating  properties  of  the  ma¬ 
terial,  or  the  reactivity  or  instability  of 
the  material  as  manifested  by  decom¬ 
position  or  polymerization.  To  make 
the  hazard  more  serious,  it  can  be  seen 
that  as  the  size  of  the  shipments  of  these 
products  grows  progressively  larger,  the 
potential  danger  to  the  public  increases 
as  well.  The  recent  sinking  of  a  barge 
laden  with  1,100  tons  of  chlorine  in  the 
Mississippi  River  necessitated  a  massive 
effort  by  Federal,  State,  and  local  au¬ 
thorities  in  order  to  prepare  for  the 
evacuation  of  the  entire  population 
of  a  large  city.  Fortunately,  the  four 
chlorine-filled  tanks  were  recovered  in¬ 
tact  and  the  prepared-for  evacuation  was 
not  necessary.  Nevertheless,  the  danger 
to  the  city’s  population  was  real,  and 
the  elaborate  preparations  were  neces¬ 
sary.  The  Coast  Guard  has  studied  a 
number  of  other  marine  casualties  in¬ 
volving  open  hopper  type  barges.  These 


casualties  resulted  in  such  barges  sink¬ 
ing  because  of  swamping  or  diving.  A 
review  of  the  marine  casualties  involving 
barges  carrying  dangerous  cargoes  dis¬ 
closed  an  urgent  and  immediate  need 
for  positive  action  in  the  public  interest 
to  prevent  similar  future  barge  sinkings. 

A  special  Coast  Guard  Committee  on 
Dangerous  Cargoes  has  recommended 
corrective  action  be  taken  to  minimize 
the  possibility  of  future  casualties.  The 
Committee  recommended  that  this  ac¬ 
tion  be  in  separate  phases;  namely,  (1) 
operating  requirements  for  open  hopper 
type  barges,  (2)  changes  in  the  regula¬ 
tions  covering  the  design,  construction 
and  operation  of  new  barges,  and  (3)  a 
study  of  existing  open  hopper  type 
barges  to  determine  to  what  extent  such 
barges  should  be  modified  to  meet  the 
revised  safety  standards  for  new  barge 
design  and  construction. 

19.  The  first  phase,  the  operation  of 
existing  open  hopper  type  barges,  is  now 
in  effect.  The  special  regulations  were 
published  in  the  Federal  Register  of 
February  6,  1963  (28  FE.  1150,  1151), 
with  an  effective  date  of  March  1,  1963 
(46  CFR  98.05-1  to  98.05-10).  The  sec-  ' 
ond  phase,  proposed  safety  standards 
and  operating  requirements  for  new 
barges  is  set  forth  for  consideration  in. 
this  item. 

20.  In  general,  the  proposed  regula¬ 
tions  outline  the  construction  require¬ 
ments  and  certain  operating  procedures 
for  barges  carrying  certain  dangerous 
cargoes  in  bulk.  It  is  intended  to  desig¬ 
nate  three  types  of  barges,  which  will 
be  given  numerical  designations.  The 
types  will  differ  by  strength  and  stability. 

21.  A  given  bulk  Uquid  cargo  win  be 
considered  by  the  Commandant  from  the 
standpoint  of  fire  hazard,  danger  to 
health  and  chemical  reactivity  and  sta¬ 
bility  involved.  As  the  hazards  inherent 
in  the  product  increase  in  severity,  the  - 
strength  and  stability  required  of  the 
barge  in  which  the  product  is  to  be  car¬ 
ried  wfil  become  more  stringent.  This 
is  considered  necessary  in  order  to  pre¬ 
vent,  insofar  as  possible,  the  uncontrolled 
release  of  hazardous  products  into  the 
water  and/or  the  atmosphere.  How¬ 
ever,  at  this  time  it  is  not  intended  to 
specifically  designate  what  categories  of 
commodities  shall  be  carried  in  a  par¬ 
ticular  designated  type  of  barge,  but 
to  leave  this  matter  to  administrative 
discretion  after  consideration  of  facts 
presented  by  barge  owner  and/or  opera¬ 
tor. 

22.  It  is  proposed  that  a  barge  carry¬ 
ing  dangerous  inflammable  or  combus¬ 
tible  liquids  in  bulk  have  cargo  transfer 
operations  supervised  or  handled  by  a 
certificated  tankerman  especially  quali¬ 
fied  to  handle  the  particular  cargo  in¬ 
volved.  In  the  case  of  an  unmanned 
barge  under  tow,  or  While  such  barge 
is  moored,  a  certificated  tankerman 
especially  qualified  to  handle  such  cargo 
or  a  licensed  officer  specifically  instructed 
and  capable  to  have  maintained  condi¬ 
tions  governing  such  commodities,  in¬ 
cluding  emergency  procedures  to  be  fol¬ 
lowed,  must  be  on  duty. 

23.  The  posting  of  certain  signs  and 
information  boards  has  been  proposed 
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in  order  that,  in  the  event  of  an  emer¬ 
gency,  persons  rendering  assistance  will 
be  apprised  of  the  nature  of  the  cargo, 
and  of  any  special  considerations  which 
should  be  noted  as,  for  example,  the 
reactivity  of  certain  cargoes  with  water. 

24.  The  authority  to  prescribe  regula¬ 
tions  governing  cargo  and  miscellaneous 
vessels  carrying  specified  dangerous  car¬ 
goes  in  bulk  is  in  RJ3.  4495,  as  amended, 
4462,  as  amended,  4472,  as  amended  (46 
U.S.C.  375,  416, 170) .  These  regulations 
also  interpret  or  apply  section  3  of  the 
Act  of  August  9,  1954  (50  U.S.C.  198), 
and  E.O.  10402  (17  F.R.  9917,  3  CFR 
1952  Supp.) .  The  delegations  of  author¬ 
ity  for  the  Commandant,  UJ3.  Coast 
Guard,  to  prescribe  regulations  are  in 
Treasury  Department  Orders  120,  July 
31,  1950,  15  F.R.  6521,  and  167-14,  No¬ 
vember  26,  1954,  19  F.R.  8026. 

C — VESSELS  CARRYING  LIQUID  CHLORINE  IN 
BULK 

25.  It  is  proposed  to  amend  46  CFR 
98.20-30  regarding  valves,  fittings  and 
accessories,  and  98.20-35  regarding  fill¬ 
ing  and  discharge  pipes,  which  are  ap¬ 
plicable  to  vessels  carrying  liquid  chlo¬ 
rine  in  bulk.  These  changes  have  been 
proposed  by  the  Chlorine  Institute,  Inc. 
The  proposed  changes  delete  certain  al¬ 
ternative  valve  arrangements  permitted 
by  the  regulations.  These  alternatives 
were  originally  included  in  this  subpart 
to  standardize  tank  valves  and  fittings 
used  in  the  handling  of  compressed 
gases.  Presently  the  alternatives  are  not 
applicable  to  chlorine  tanks  since  the 
size  of  filling,  discharge  and  vapor  re¬ 
turn  lines  are  normally  limited  to  two 
or  two  and  one-half  inches,  permitting 
the  use  of  manually  operated  shutoff  and 
internal  excess  flow  valves  in  these  sizes. 
Where  larger  size  cargo  and  vent  lines 
are  employed,  such  as  in  the  case  of 
propane  and  anhydrous  ammonia,  the 
alternative  arrangements  are  considered 
necessary  and  will  not  be  changed.  By 
eliminating  the  alternates  for  chlorine 
it  is  believed  the  proposed  regulations 
will  not,  in  fact,  change  the  design  and 
operating  conditions  of  existing  vessels. 

26.  The  authority  to  prescribe  regula¬ 
tions  governing  cargo  and  miscellaneous 
vessels  carrying  liquid  chlorine  in  bulk 
is  in  R.S.  4405,  as  amended,  4462,  as 
amended,  4472,  as  amended;  46  U.S.C. 
375,  416, 170.  These  regulations  also  in¬ 
terpret  or  apply  section  3  of  the  Act  of 
August  9,  1954  (50  U.S.C.  198)  and  E.  O. 
10402  (17  FJR.  9917,  3  CFR  1952  Supp.). 
The  delegations  of  authority  for  the 
Commandant,  U.S.  Coast  Guard,  to  pre¬ 
scribe  regulations  are  in  Treasury  De¬ 
partment  Orders  120,  July  31,  1950,  15 
F.R.  6521,  and  167-14,  November  26, 1954, 
19  FJEt.  8026. 

D— QUALIFICATIONS  FOR  PERSONNEL  AND 

MANNING  OF  VESSELS  WHEN  CARRYING 

CERTAIN  BULK  DANGEROUS  CARGOES 

27.  It  is  proposed  to  amend  46  CFR 
12.20-1,  30.10-71  and  157.10-80  and  to 
add  46  CFR  90.10-41  to  show  that  a 
holder  of  a  valid  license  is  limited  to  serve 
as  a  tankerman  handling  only  petroleum 
products  which  are  inflammable  or  com¬ 
bustible  bulk  liquid  cargoes  and  to  indi¬ 
cate  that  a  tankerman’s  certificate  may 


have  a  specific  dangerous  cargo  endorse¬ 
ment.  It  is  proposed  to  amend  48  CFR 
31.15-1,  31.15-5  and  35.35-1  to  show  that 
holders  of  current  valid  licenses  or  cur¬ 
rent  “tankerman  certificates’*  may  han¬ 
dle  bulk  liquid  cargo  having  inflamma¬ 
bility  or  combustibility  characteristics 
but  will  need  a  “tankerman’s  certificate’’ 
specifically  endorsed  to  handle  other 
specified  dangerous  commodities. 

28.  The  “tankerman’s  certificate”  is¬ 
sued  pursuant  to  the  Tank  Vessel  Act 
(Title  46,  U.S.  Code,  Section  391a)  is  a 
special  endorsement  of  efficiency  on  the 
Merchant  Mariner’s  Document.  In  ad¬ 
dition,  by  various  regulations  in  the 
“Rules  and  Regulations  for  Licensing 
and  Certificating  of  Merchant  Marine 
Personnel’’  (CG-191) ,  “Rules  and  Regu¬ 
lations  for  Tank  Vessels”  (CG-123) ,  and 
“Rules  and  Regulations  for  Manning  of 
Vessels”  (CO-268)  (46  CFR  Parts  10-12, 
20-40  and  157)  the  holding  of  a  valid 
license  as  a  master,  mate,  pilot  or  engi¬ 
neer  permits  such  holder  to  serve  as  a 
“tankerman”  where  required  by  law  or 
regulation  without  actually  holding  a 
separate  “tankerman’s  certificate.” 

29.  During  the  time  from  1935  when 
the  Tank  Vessel  Act  (46  UJS.C.  391a) 
was  passed  until  after  World  War  n, 
the  vast  majority  of  bulk  liquid  cargoes 
carried  on  board  tank  vessels  consisted  of 
petroleum  products,  and  the  hazards  re¬ 
quiring  special  consideration  were  pri¬ 
marily  inflammability  or  combustibility. 
Since  the  end  of  World  War  n,  however, 
conditions  are  changing  rapidly  and 
more  diversified  commodities  are  being 
offered  as  bulk  liquid  cargo  for  trans¬ 
portation  by  barge  or  ship.  The  chemi¬ 
cal  industry  is  manufacturing  many  com¬ 
modities  which  can  be  now  shipped  in 
large  bulk  liquid  quantities,  which  often 
only  a  few  years  ago  were  experimental 
items  in  research  laboratories.  Many  of 
these  bulk  liquid  commodities  present 
hazards  of  inflammability  or  combusti¬ 
bility,  as  well  as  other  hazards  which 
need  to  be  considered,  while  other  com¬ 
modities  may  present  as  primary  hazards 
toxicity  and/or  reactivity  and  secondary 
hazards  may  be  inflammability  or  com¬ 
bustibility. 

30.  To  keep  abreast  of  these  changing 
conditions  and  to  provide  adequate  safe¬ 
ty  control  over  the  water  transportation 
of  specified  dangerous  bulk  liquid  car¬ 
goes,  it  is  considered  desirable  and  neces¬ 
sary  to  provide  special  qualifications  for 
personnel  handling  the  cargo  transfer 
operations,  as  well  as  manning  to  provide 
for  “in-transit”  conditions  and  “idle” 
conditions  when  the  vessel  is  underway, 
anchored  or  moored.  It  1s  recognized 
that  the  greatest  chance  for  a  serious 
casualty  or  accident  may  occur  during 
the  cargo  transfer  operations.  There¬ 
fore,  the  persons  performing  such  work 
should  always  meet  minimum  standards 
common  to  all  tankermen  and  special 
requirements  covering  the  specific  bulk 
liquid  being  handled.  For  vessels  “in¬ 
transit”  or  “idle”  with  specified  danger¬ 
ous  bulk  liquid  cargoes  on  board,  a  mini¬ 
mum  number  of  officers  or  others  in  the 
crew  complement  should  hold  appropri¬ 
ate  licenses  or  documents  as  evidence  of 
being  qualified  to  maintain  the  condi¬ 
tions  governing  the  transportation  of 
such  commodities,  including  necessary 


emergency  procedures  to  be  followed, 
without  necessarily  being  especially 
qualified  to  handle  the  cargo  transfer 
operations.  Therefore,  the  special  op. 
erating  requirements  in  the  regulations 
and  the  manning  required  by  the  vessel’s 
certificate  of  inspection  will  cover  per. 
sonnel  for  cargo  trsmsfer  operations  and 
for  barges  while  “in-transit,”  moored  or 
docked.  The  proposed  changes  are  di- 
rected  primarily  at  the  problem  of  pro. 
viding  and  requiring  qualified  personnel 
First,  by  establishing  minimum  qualifi¬ 
cations  and  identification  of  persons  ca¬ 
pable  of  safely  handling  the  cargo  trans. 
fer  operations  for  certain  dangerous  bulk 
liquids  and  to  have  such  facts  evidenced 
by  endorsement  on  the  merchant  mari¬ 
ner’s  document  or  by  holding  valid  li- 
cense  as  master,  mate,  pilot,  or  engineer. 
Second,  by  requiring  qualified  personnel 
to  supervise  or  perform  cargo  transfer 
operations.  Third,  by  requiring  a  li- 
censed  officer  or  other  person  specifically 
instructed  and  capable  to  have  main- 
tained  conditions  governing  the  move- 
ment  of  specified  bulk  liquids,  including 
emergency  procedures  to  be  followed, 
when  in  a  barge  being  towed  or  “in  idle” 
condition  (moored  or  docked) .  To  illus¬ 
trate  the  situations  being  considered,  the 
Coast  Guard  published  in  the  Federal 
Register  of  October  8,  1963  (28  F.R. 
10778-10782)  (46  CFR  Part  40),  special 
regulations  governing  the  bulk  shipment 
of  ethylene  oxide  in  tank  vessels.  In  the 
manning  of  tank  vessels  carrying  bulk 
ethylene  oxide,  as  a  part  of  the  special 
cargo  handling  requirements  in  46  CFR 
40.05-83  (g) ,  the  owner,  master  or  person 
in  charge  of  such  vessel  is  responsible 
for  having  especially  qualified  persons  hi 
handling  of  ethylene  oxide  during  cargo 
transfer  operations.  For  such  persons 
it  is  proposed  to  require  that  they  have 
“tankerman’s  certificate”  especially  en¬ 
dorsed  to  handle  ethylene  oxide. 

31.  It  must  be  realized  that  the  present 
holders  of  “tankerman’s  certificates”  or 
valid  licenses  as  master,  mate,  pilot,  or 
engineer  have  not  presented  evidence  nor 
to  date  have  they  been  examined  to 
ascertain  if  they  have  or  are  necessarily 
qualified  to  handle  the  cargo  transfer 
operations  of  all  types  of  dangerous  bulk 
liquids.  In  fact,  to  date  these  merchant 
mariners  have  been  only  required  and 
have  been  determined  to  be  qualified  to 
handle  the  cargo  transfer  operations  of 
petroleum  products  presenting  primarily 
the  hazard  characteristics  of  inflam¬ 
mability  or  combustibility,  as  well  as 
being  qualified  to  maintain  or  have 
maintained  the  conditions  governing  the 
“in-transit”  movement  of  such  cargoes. 

A.  It  is  proposed  to  require  that  per¬ 
sons  (including  licensed  officers)  demon¬ 
strate  to  the  satisfaction  of  the  Officers 
in  Charge,  Marine  Inspection,  their 
ability  and  qualifications  to  handle  the 
cargo  transfer  operations,  etc.,  for  cer¬ 
tain  dangerous  bulk  liquids  subject  to 
special  regulations  in  46  CFR  Parts  30  to 
40,  inclusive,  and  98.  As  a  condition  of 
employment  in  performing  such  work, 
the  persons  will  have  to  be  holders  of 
merchant  mariner’s  documents  bearing 
specific  tankerman’s  endorsements  for 
such  commodities.  In  effect,  this  means 
that  the  “tankerman’s  certificate”  will 
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deal  with  conflicts  which  have  occurred 
in  administration  of  stability  limitations 
for  merchant  vessels.  It  is  proposed  to 
cancel  the  notes  preceding  46  CFR  43.05- 
1  and  45.05-1  since  the  requirements  are 
covered  in  the  proposed  46  CFR  43.01-32 
and  45.01-22.  The  amendments  pro¬ 
posed  to  46  CFR  43.10-10,  44.05-35  and 
45.25-5  will  revise  the  forms  of  the  var¬ 
ious  load  line  certificates  by  adding  state¬ 
ments  regarding  the  owner’s  responsi¬ 
bility  to  furnish  the  master  of  the  vessel 
with  stability  information  and  instruc¬ 
tions  when  this  is  necessary.  Other  edi¬ 
torial  amendments  are  proposed  to  46 
CFR  Subpart  45.25,  such  as  the  changing 
of  heading  and  renumbering  sections 
therein. 

41.  The  authority  to  prescribe  regula¬ 
tions  governing  load  lines  for  merchant 
vessels  of  150  gross  tons  and  over  is  in 
section  2  of  the  Act  of  March  2,  1929,  as 
amended,  and  section  2  of  the  Act  of 
August  27,  1935,  as  amended  (46  UJ3.C. 
85a,  88a) ,  and  Treasury  Department  Or¬ 
ders  120,  July  31,  1950,  15  F.R.  6521, 
and  167-48,  October  19,  1962,  27  F.R. 
10504. 

B — SUBDIVISION  LOAD  LINES  FOR  PASSENGER 
VESSELS 

42.  The  proposed  amendment  to  46 
CFR  46.10-10(b)  revises  requirements 
regarding  marks  to  indicate  subdivision 
load  lines  for  passenger  vessels.  This 
proposal  eliminates  the  proviso  at  the 
end  of  the  first  sentence  in  46  CFR  46.10- 
10(b)  because  it  is  considered  to  be  ade¬ 
quately  covered  by  46  CFR  Parts  73  and 
74  in  the  Passenger  Vessel  Regulations 
(Subchapter  H) . 

43.  The  authority  to  prescribe  regula¬ 
tions  governing  subdivision  load  lines 
for  passenger  vessels  is  in  section  2  of 
the  Act  of  March  2, 1929,  as  amended,  and 
section  2  of  the  Act  of  August  27,  1935, 
as  amended  (46  UJ3.C.  85a,  88a) .  These 
regulations  also  interpret  or  apply  R.S. 
4490,  as  amended,  section  3  of  Act  of 
July  9, 1886,  as  amended,  Act  of  October 
25,  1919,  as  amended,  section  5  of  Act 
of  May  27, 1936,  as  amended.  Act  of  June 
20,  1936,  as  amended,  section  3  of  Act  of 
June  12,  1940,  as  amended,  and  section 
3  of  Act  Of  August  9,  1954  (46  U.S.C.  482, 
483,  363,  369,  367,  1333,  50  U.S.C.  198), 
and  Executive  Order  10402  (17  F.R.  9917, 
3  CFR  1952  Supp.).  The  delegations 
of  authority  for  the  Commandant,  U.S. 
Coast  Guard,  to  prescribe  regulations 
are  in  Treasury  Department  Orders  120, 
July  31,  1950,  15  FJR.  6521;  167-14,  No¬ 
vember  26,  1954,  19  F.R.  8026;  and  167- 
48,  October  19, 1962,  27  Fit.  10504. 

Item  IV — Inspection  and  Certification 
of  Vessels 

A — PERMIT  TO  PROCEED  TO  ANOTHER  PORT 
FOR  REPAIRS  OF  TANK  VESSEL 

44.  A  recent  incident,  which  involved 
the  issuance  of  a  “Permit  to  Proceed 
to  Another  Port  for  Repairs”  (Form  CO- 
948)  to  a  tank  vessel,  emphasized  the 
need  for  clarification  of  the  regulation 
regarding  the  issuance  of  such  permits. 
The  proposed  change  to  46  CFR  31.10-35 
provides  that  a  “Permit  to  Proceed  to 
Another  Port  for  Repairs”  will  only  be 
issued  upon  written  application  of  the 
master,  owner  or  agent  of  the  vessel. 


This  provision  is  presently  included  in 
46  CFR  2.01-15  (b)  of  Subchapter  A 
(Procedures  Applicable  to  the  Public). 

45.  The  authority  to  prescribe  regula¬ 
tions  governing  tank  vessels  is  in  RJ3. 
4405,  as  amended,  4417a,  as  amended, 
and  4462,  as  amended  (46  UJ3.C.  375, 
391a,  416).  These  regulations  also  in¬ 
terpret  or  apply  R.S.  4453,  as  amended 
(46  U.S.C.  435),  and  section  3  of  the  Act 
of  August  9.  1954  (50  U.S.C.  198),  and 
Executive  Order  10402  (17  FB.  9917,  3 
CFR  1952  Supp.).  The  delegations  of 
authority  for  the  Commandant,  U.S. 
Coast  Guard,  to  prescribe  regulations 
are  in  Treasury  Department  Orders  120, 
July  31,  1950,  15  F It.  6521;  and  167-14, 
November  26,  1954,  19  PB.  8026. 

B — PUMPROOMS  ON  TANK  VESSELS 

46.  The  proposed  amendments  to  46 
CFR  32.60-20,  regarding  pumprooms  on 
tank  vessels,  are  editorial  in  order  to 
clarify  application  of  requirements. 
When  46  CFR  32.60-20  was  amended  on 
September  11,  1962  (27  FH.  9083),  it 
was  not  intended  to  require  cargo  pumps 
to  be  isolated  from  sources  of  vapor  ig¬ 
nition  by  gastight  bulkheads  when  ves¬ 
sels  are  carrying  only  Grade  E  cargo. 
Therefore,  this  amendment  will  rein¬ 
state  this  exemption. 

47.  The  authority  to  prescribe  regu¬ 
lations  governing  tank  vessels  is  in  RJ9. 
4405,  as  amended,  4417a,  as  amended, 
4462,  as  amended  (46  UJ3.C.  375,  391a, 
416).  These  regulations  also  interpret 
or  apply  section  3  of  the  Act  of  August 
9,  1954  (50  UJ3.C.  198)  and  Executive 
Order  10402  (17  FH.  9917,  3  CFR  1952 
Supp.).  The  delegations  of  authority 
for  the  Commandant,  UJ3.  Coast  Guard, 
to  prescribe  regulations  are  in  Treasury 
Department  Orders  120,  July  31,  1950, 
15  FJR.  6521;  and  167-14,  November  26, 
1954,  19  F.R.  8026. 

C — DRYDOCKING  REQUIREMENTS  FOR  TANK, 
CARGO  AND  MISCELLANEOUS  VESSELS 

48.  There  has  been  considerable  con¬ 
fusion  and  a  variety  of  interpretations 
resulting  from  the  words  “exclusively  in 
fresh  water”  as  related  to  drydocking 
barges  in  46  CFR  31.10-20  (tank  ves¬ 
sels)  and  91.40-1  (cargo  and  miscellane¬ 
ous  vessels) .  This  has  been  particularly 
true  for  barges  operating  on  rivers  with 
intermittent  operation  on  the  Intra¬ 
coastal  Waterways  which  may  or  may 
not  include  trips  across  Galveston  Bay. 
These  proposed  changes  to  46  CFR  31.10- 
20  and  91.40-1  will  permit  drydocking 
intervals  to  be: 

(a)  60  months  when  operation  in  salt 
water  does  not  exceed  an  aggregate  of 
one  month  in  each  12-month  period  since 
last  drydocking. 

(b)  48  months  when  operation  in  salt 
water  exceeds  an  aggregate  of  one  month 
but  does  not  exceed  3  months  in  each 
12-month  period  since  last  drydocking. 

(c)  36  months  when  operation  in  salt 
water  exceeds  an  aggregate  of  3  months 
but  does  not  exceed  6  months  in  each 
12-month  period  since  last  dry  docking. 
.  (d)  18  months  when  operation  in  salt 
water  exceeds  an  aggregate  of  more  than 
9  months  in  the  18-month  period  since 
it  was  last  drydocked. 

49.  The  authority  for  regulations  re¬ 
garding  inspection  of  vessels  is  in  R.S. 


4405,  as  amended,  4462,  as  amended,  Rg 

4417,  as  amended,  4417a,  as  amended 

4418,  as  amended,  4426,  as  amended,  the 
Act  of  June  20, 1936,  as  amended,  section 
3  of  the  Act  of  June  12, 1940,  as  amended 
and  section  3  of  the  Act  of  August  9, 1954 
(46  UJ3.C.  375,  416,  391,  391a,  392,  367 
1333,  50  U.S.C.  198)  and  Ex  jcutive  Order 
10402  (17  F.R.  9917,  3  CFR  1952  Supp  ). 
The  delegations  of  authority  for  the 
Commandant,  U.S.  Coast  Guard,  to  pre¬ 
scribe  regulations  are  in  Treasury  De¬ 
partment  Orders  120,  July  31,  1950,  15 
F.R.  6521;  167-14,  November  26,  1954, 19 
FJR.  8026;  CGFR  56-28,  July  24,  1956, 
21  F.R.  6569;  and  167-38,  October  26 
1959,  24  FJR.  8857. 

D — CERTIFICATE  OF  INSPECTION  AMENDMENT 
FOR  SMALL  PASSENGER  VESSELS 

50.  This  proposed  regulation  change  to 
46  CFR  176.01-35  (b)  will  require  that  the 
operator,  owner,  or  agent  of  a  vessel 
notify  the  Officer  in  Charge,  Marine  In¬ 
spection,  having  jurisdiction  over  the  ves¬ 
sel,  any  time  there  is  a  change  in  the 
character  of  a  vessel  or  in  her  route, 
equipment,  ownership,  etc.,  as  specified 
in  her  “Certificate  of  Inspection”  previ¬ 
ously  issued  and  currently  valid.  The 
major  reason  for  this  change  is  to  enable 
the  Officer  in  Charge,  Marine  Inspection, 
to  “keep  track”  of  the  vessels  within  his 
jurisdiction,  thus  facilitating  the  locating 
of  vessels,  the  scheduling  of  required  in¬ 
spections,  the  maintenance  of  required 
records  and  enabling  the  Officer  in 
Charge,  Marine  Inspection,  to  keep  the 
vessels’  “Certificates  of  Inspection”  cor¬ 
rect  and  current  as  required  by  regula¬ 
tion. 

51.  The  authority  to  prescribe  regula¬ 
tions  regarding  small  passenger  vessels 
is  in  section  3  of  the  Act  of  May  10, 1956 
(46  U.S.C.  390b) ,  and  generally  in  R.S. 
4405,  as  amended,  4462,  as  amended,  4426, 
as  amended,  4488,  as  amended,  4491,  as 
amended,  section  3  of  the  Act  of  June  12, 
1940,  as  amended,  and  section  3  of  the 
Act  of  August  9,  1954  (46  U.S.C.  375, 416, 
404,  481,  489,  1333,  50  UJS.C.  198)  and 
Executive  Order  10402  (17  Fit.  9917, 3 
CFR  1952  Supp.).  The  delegations  of 
authority  for  the  Commandant,  UJS. 
Coast  Guard,  to  prescribe  regulations  is 
in  Treasury  Department  Orders  120,  July 
31.  1950,  15  F.R.  6521;  167-14,  November 
26,  1954,  19  FJt.  8026;  167-20,  June  18, 
1956,  21  F.R.  4894;  and  167-38,  October 
26,  1959,  24  F.R.  8857. 

Item  V — Marine  Engineering 

A — FUEL  OIL  AND  CARGO  OIL  SYSTEMS 

52.  The  amendment  to  46  CFR  55.10- 
35,  regarding  fuel  oil  and  cargo  oil  sys¬ 
tems,  is  proposed  in  order  to  permit  gage 
glasses,  of  an  acceptable  type  with  heat 
resistant  materials,  adequately  protected 
from  mechanical  damage  and  fitted  with 
self-closing  devices  at  the  tank  connec¬ 
tions,  to  be  installed  on  fuel  oil  tanks 
independent  of  the  ship’s  structure.  Also 
this  change  is  necessary  to  bring  this 
regulation  into  agreement  with  the  pro¬ 
posed  amendment  to  46  CFR  55.19-65. 

B — MEANS  OF  SOUNDING  OIL  AND  WATER 
TANKS 

.  53.  The  amendment  to  46  CFR  55.10- 
65,  regarding  sounding  devices,  is  pro- 
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posed  to  permit  other  manual  means  of 
goading  for  ship’s  service  oil  and  water 
frnks  when  separate  from  the  ship’s 
hull.  This  change  will  allow  remote  or 
direct  reading  liquid  level  indicating 
gages,  provided  they  were  of  an  accept¬ 
able  type,  adequately  protected  against 
breakage  and  fitted  at  the  tank  connec¬ 
tions  with  devices  which  will  automati¬ 
cally  close  in  case  of  rupture  of  the  gage 
when  installed  on  tanks  containing 
lubricating  oil,  fuel  oil  and  other  inflam¬ 
mable  liquids.  Sounding  tubes  will  still 
be  required  for  all  tanks  integral  with 
the  hull  in  order  to  provide  a  positive 
means  of  sounding  tanks  for  damage 
control  purposes.  Sounding  tubes  will 
also  be  required  on  all  cargo  tanks,  in¬ 
cluding  those  of  the  portable  type’.  Ob¬ 
jections  have  been  received  from  de¬ 
signers  and  builders  indicating  that  in 
some  new  vessel  designs  the  location  of 
tanks,  their  shape  and  boundary  bulk¬ 
heads  make  conventional  manual  means 
of  sounding  ineffectual  or  hazardous, 
improved  techniques  and  systems  for 
tank  filling  and  the  increased  'reliability 
of  gaging  equipment  has  reduced  the 
need  for  manual  sounding. 

O — STEERING  APPARATUS 

54.  The  changes  to  46  CFR  Subpart 
57.25  regarding  steering  apparatus,  are 
proposed  to  clarify  certain  areas  and  to 
require  duplicate  means  of  controlling 
the  rudder  from  the  pilothouse  where 
the  alternative  steering  station  is  not 
located  on  the  after  weather  deck.  The 
proposed  changes  will  also  eliminate  the 
requirement  for  a  steering  control  sta¬ 
tion  (in  addition  to  the  bridge)  when  the 
alternative  steering  station  is  in  the 
steering  gear  room.  These  changes  will 
apply  to  new  vessels  and- to  new  systems 
when  installed  on  existing  vessels. 

55.  The  proposed  amendments  to  46 
CFR  57.25-1  are  to  eliminate  the  re¬ 
quirements  that  the  emergency  steering 
wheel  be  located  on  the  after  weather 
deck.  In  46  CFR  57.25-35,  regarding 
rudder  stops  and  “followup”,  it  is  pro¬ 
posed  to  delete  “followup”  requirements 
and  transfer  them  to  the  proposed  regu¬ 
lations  designated  46  CFR  57.25-45  and 

57.25- 50.  In  order  to  rearrange  the 
rules  in  a  more  orderly  fashion  and  to 
modify  requirements  for  the  alternative 
steering  station  and  control  station,  it 
is  proposed  to  revise  the  requirements  in 
46  CFR  57.25-45,  57.25-47,  57.25-50, 

57.25- 55  and  57.25-60.  These  proposals 
will  also  specify  that  duplicate  pilot¬ 
house  steering  control  means  will  be  re¬ 
quired  if  the  alternative  steering  station 
is  not  located  on  the  after  weather  deck. 
The  duplicate  control  systems  will  im¬ 
prove  the  safety  of  vessels  by  reducing 
the  time  required  to  restore  steering 
means  and  by  reducing  the  possibility  of 
incorrect  action  in  case  of  steering  con¬ 
trol  failure.  By  having  two  selector 
means  in  the  pilothouse,  it  should  facili¬ 
tate  the  selection  of  the  other  steering 
control  system  in  an  emergency  with 
very  little  time  delay.  With  two  sep¬ 
arate  and  independent  steeling  systems, 
a  complete  steering  means  is  available 
if  the  ohe  in  use  should  fail,  whether  the 
failure  is  in  the  control  system,  the  main 
steering  gear,  cable,  linkage,  piping,  etc. 


No  determination  of  what  steering  com¬ 
ponent  has  failed  need  be  made  in  order 
to  restore  steering  capability.  The 
helmsman  can  restore  steering  by  means 
of  only  one  operation,  such  as  moving 
a  lever  or  throwing  a  switch.  The  num¬ 
ber  of  combinations  of  arrangements  of 
steering  power  units,  control  systems,  and 
power  supplies  has  been  reduced  to  two. 
This  should  decrease  the  chance  of  tak¬ 
ing  incorrect  action  following  a  steering 
failure.  These  proposals  will  apply  to 
new  vessels. 

D — ELECTRICAL  STEERING  AND  STEERING 
CONTROL  SYSTEMS 

56.  These  proposed  changes  to  46  CFR 
111.45-5, 111.45-10, 111.45-20  and  111.50- 
5,  and  by  adding  111.65-55  concern  the 
requirements  pertaining  to  electric  pow¬ 
ered  or  electric  controlled  steering  gears. 
The  proposals  are  intended  to  simplify 
the  regulations  by  locating  most  of  the 
steering  gear  requirements  under  one  sec¬ 
tion.  Included  in  these  proposed  changes 
are  new  requirements  for  duplicate  pilot¬ 
house  steering  gear  control  systems  that 
are  based  on  proposed  changes  to  46  CFR 

57.25-1  to  57.25-60  in  Subchapter  F 
(Marine  Engineering)  concerning  steer¬ 
ing  apparatus.  The  requirement  for 
duplicate  pilothouse  steering  gear  con¬ 
trol  systems  is  an  increase  over  the 
present  requirements.  These  proposed 
changes  will  also  modify  the  require¬ 
ments  for  overcurrent  protection  for 
steering  gears  by  specifying  new  pro¬ 
tection  requirements  for  control,  alarm, 
and  indicating  circuits.  The  proposed 
regulations  designated  46  CFR  111.65-55, 
regarding  special  requirements  for  elec¬ 
trical  steering  gear,  will  contain  addi¬ 
tional  requirements  concerning  duplicate 
pilothouse  control  systems  and  place  in 
one  section  the  revised  existing  require¬ 
ments.  These  proposals  apply  to  new 
vessels. 

57.  Hie  authority  to  prescribe  regula¬ 
tions  concerning  marine  engineering  and 
electrical  engineering  is  set  forth  gen¬ 
erally  in  RJ3. 4405,  as  amended,  and  4462, 
as  amended,  while  other  provisions  of 
law  interpreted  or  applied  are  in  4399,  as 
amended,  4400,  as  amended,  4417,  as 
amended,  4417a,  as  amended,  4418,  as 
amended,  4421,  as  amended,  4428-4431, 
as  amended,  4433,  as  amended,  4434,  as 
amended,  4453,  as  amended,  4472,  as 
amended,  4488,  as  amended,  4491,  as 
amended,  section  14  of  the  Act  of  March 
3,  1897,  as  amended,  the  Act  of  October 
25,  1919,  as  amended,  sections  1  and  2 
of  the  Act  of  June  20,  1936,  as  amended, 
section  17  of  the  Act  of  April  25,  1940,  as 
amended,  section  3  of  the  Act  of  June  12, 

.  1940,  and  section  3  of  the  Act  of  August 
9,  1954  (46  U.S.C.  375,  416,  361,  362,  391, 
391a,  392,  399,  404-409,  411,  412,  435,  170, 
481,  489,  366,  363,  367,  526p,  1333,  and  50 
U.S.C.  198),  and  Executive  Order  10402 
(17  F.R.  9917, 3  CFR  1952  Supp.) . 

Item  VI — Electrical  Engineering 

A— ELECTRICAL  POWER-OPERATED  WATER¬ 
TIGHT  DOORS 

58.  The  proposed  change  to  46  CFR 
73.35-20 (c)  is  a  clarification  in  wording 
of  the  requirements  pertaining  to  the 
power  supplies  for  electric  power-oper¬ 
ated  watertight  doors.  This  change  is 


intended  to  clarify  the  requirements  of 
Subchapter  H  (Passenger  Vessels)  and 
to  bring  it  into  agreement  with  Subchap¬ 
ter  J  (Electrical  Engineering).  The 
wording  proposed  to  be  deleted  is  copied 
directly  from  the  1960  Safety  of  Life  at 
Sea  Convention.  This  language  is  con¬ 
sidered  to  be  ambiguous  and  under  some 
Interpretations  would  be  almost  impos¬ 
sible  to  accomplish  electrically.  The  re¬ 
vised  wording  would  substitute  the  re¬ 
quirements  of  Subchapter  J  (Electrical 
Engineering) ,  which  represents  the 
Coast  Guard  interpretation  of  the  word¬ 
ing  in  the  Convention. 

B — POWER  SUPPLIES  FOR  ELECTRICAL  POW¬ 
ER-OPERATED  WATERTIGHT  DOORS 

59.  It  is  proposed  to  revise  46.  CFR 
111.65-30  (c),  regarding  special  require¬ 
ments  for  electric  power-operated  water¬ 
tight  door  systems,  so  that  electrical  re¬ 
quirements  will  agree  with  Subchapter  H 
(Passenger  Vessels).  It  is  proposed  to 
require  that  the  total  time  for  all  doors 
to  be  closed  shall  not  exceed  60  seconds. 

60.  The  authority  to  prescribe  regu¬ 
lations  governing  electrical  equipment  is 
in  R.S.  4418,  as  amended,  and  other  laws 
interpreted  or  applied  are  R.S.  4405,  as 
amended,  4462,  as  amended,  4417,  as 
amended,  4426,  as  amended,  4490,  as 
amended,  section  3  of  the  Act  of  July  9, 
1886,  as  amended,  section  10  of  the  Act 
of  May  28,  1908,  as  amended,  Act  of 
October  25,  1919,  as  amended,  section  2 
of  the  Act  of  March  2, 1929,  as  amended, 
section  2  of  the  Act  of  August  27,  1935, 
as  amended,  section  5  of  the  Act  of  May 
27,  1936,  as  amended.  Act  of  June  20, 
1936,  as  amended,  section  3  of  the  Act 
of  June  12,  1940,  as  amended,  section  3 
of  the  Act  of  May  10, 1956,  and  section  3 
of  tiie  Act  of  August  9,  1954  (46  U.S.C. 
392,  375,  416,  391,  404,  482,  483,  395,  363, 
85a,  88a,  369,  367,  1333,  390b,  50  U.S.C. 
198)  and  Executive  Order  10402  (17  F.R. 
9917,  3  CFR  1952  Supp.).  The  delega¬ 
tions  of  authority  for  the  Commandant, 
U.S.  Coast  Guard,  to  prescribe  regula¬ 
tions  are  in  Treasury  Department  Orders 
120,  July  31,  1950,  15  F.R.  6521;  167-14, 
November  26,  1954,  19  F.R.  8026;  167-20, 
June  18, 1956,  21  F.R.  4894;  CGFR  56-28, 
July  24,  1956,  21  FJt.  5659;  167-38,  Oc¬ 
tober  26,  1959,  24  F.R.  8857. 

C  —  MULTI-SPEED  MOTORS,  OVERCURRENT 

PROTECTION  FOR  MOTORS,  DIRECT-CUR¬ 
RENT  EXCITERS,  GROUND  DETECTION  AND 

HOOK-UP  WIRE 

61.  In  recent  years  the  use  of  multi¬ 
speed  motors  has  increased  on  merchant 
vessels.  The  existing  Electrical  Engi¬ 
neering  Regulations  (CG-259)  do  not 
provide  adequate  overcurrent  protection 
in  many  multi-speed  motor  Installations. 
The  proposed  changes  to  46  CFR  Part  111 
concerning  multi-speed  motors  will  pro¬ 
vide  overcurrent  protection  that  is  in 
keeping  with  the  intent  of  the  present 
overcurrent  protection  requirements  of 
the  National  Electrical  Code  as  well  as 
Electrical  Engineering  Regulations.  The 
proposed  change  to  46  CFR  Part  111  con¬ 
cerning  exciters  merely  recognizes  that 
exciters  do  not  necessarily  have  to  be  of 
the  D.C.  generator  type.  The  Coast 
Guard  is  now  requiring  that  ground  de¬ 
tection  means  for  grounded  A.C.  systems 
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be  in  accordance  with  requirements 
specified  by  American  Institute  of  Elec¬ 
trical  Engineers  (AJLEJS.) .  Hie  pro¬ 
posed  change  to  40  CFR  Pert  111  oon- 
ceming  ground  detection,  which  will 
require  a  ground  detection  ammeter,  is 
based  on  the  AI.E.E.  recommended  prac¬ 
tices.  The  changes  proposed  do  not 
represent  any  substantial  increase  over 
the  existing  regulations,  but  are  intended 
to  include  in  the  regulations  require¬ 
ments  that  reflect  current  Coast  Guard 
practices  and  policy  in  these  areas. 
These  changes  will  apply  only  to  new 
construction  vessels  and  vessels  under¬ 
going  major  alterations.  The  proposed 
changes  to  40  CFR  Parts  HI  and  113 
concerning  hook-up  wire  permits  the  use 
of  hook-up  wire  which  conforms  with 
certain  Military  Standards  for  low  power 
equipment.  The  changes  are  in  40  CFR 
111.05-15  (g),  111.10-10(a>,  111.25-5  Cb), 
111.25-35(a).  111.45-5, 111.45-2<Kb) ,  and 
111.00-5.  It  is  proposed  to  add  40  CFR 
113.05-10  to  specifically  permit  smaller 
wire  within  components  of  low  power 
consumption. 


02.  The  present  regulations  concerning 
receptacle  outlets  for  crew's  accommoda¬ 
tions  do  not  permit  receptacle  outlets  to 
be  installed  in  or  adjacent  to  berth  lights. 
This  proposed  change  to  40  CFR  111.50- 
15(f) ,  regarding  receptacle  outlets,  would 
eliminate  this  limitation  and  would  be  a 
decrease  from  the  existing  requirements. 
The  prohibition  of  receptacle  outlets  in  or 
adjacent  to  berth  lights  has  not  in¬ 
creased  safety.  Radios  may  be  used  in 
such  a  manner  that  the  radio  and  cord 
may  be  in  Contact  with  the  bedding  in 
the  berth.  In  addition,  this  prohibition 
could  result  in  the  use  of  cords  of  exces¬ 
sive  length. 

■ — FEEDER  AND  BRANCH  CIRCUIT  CABLXS 

03.  In  many  recent  eases  of  vessel 
alteration,  particularly  the  “jumboizing” 
of  vessels,  the  Coast  Guard  has  consid¬ 
ered  it  to  be  unreasonable  to  require  the 
renewal  of  entire  cable  runs  which  could 
be  extended  safely  by  splicing.  Whore 
the  extending  of  tables  has  been  per¬ 
mitted  there  has  often  been  the  question 
as  to  the  method  which  should  be  em- 
ployed.  This  proposed  change  to  40  CFR 
111.60-15,  regarding  general  require¬ 
ments  for  wiring  methods,  will  specify 
that  certain  cables  may  be  extended  and 
will  also  specify  how  it  must  be  done. 
The  proposed  requirements  will  apply 
only  to  existing  vessels  that  are  under¬ 
going  major  alteration. 

T — EMERGENCY  ELECTRICAL  SYSTEMS 

64.  The  application  of  requirements 
for  emergency  source  of  power  to  passen¬ 
ger,  cargo  and  miscellaneous  vessels  is 
proposed  to  be  set  forth  In  greater  de¬ 
tail  in  order  that  the  eteebieai  engi¬ 
neering  regulations  will  be  in  agreement 
with  requirements  in  the  1960  Safety  of 
Life  at  Sea  Convention  and  to  reflect  rec¬ 
ognition  of  current  practices, 

The  change  consists  of  peoUMimg  the 
locating  of  the  onwrymy  SOUTCC  Of 
power  forward  of  the  collision  bulkhead. 
Also  added  is  the  phrase  “uppermost  ccn- 
ttnuons  deck”  in  the  subparagraph  ap- 


vessels.  The  proposed  change  to  46  CFR 
tic  fts.  ]g  intended  to  bring  regulations 
into  agreement  with  current  industry 
practices  determined  to  be  satisfactory 
from  a  safety  standpoint.  These  changes 
are  in  40  CFR  112.05-5 (d>  (emergency 
source  of  supply) ,  112.55-5  and  112.55- 
15  (storage  battery  Installation) ,  and  by 
adding  a  new  section  designated  46 
CFR  112.55-20  (diesel  engine  cranking 
batteries). 

G — SOUND-POWERED  TELEPHONE  AND 
VOICE  TUBE  SYSTEMS 

65.  The  existing  regulations  for  sound- 
powered  telephones  permit  the  system  to 
be  extended  to  cover  stations  where 
necessary  or  desirable,  provided  such 
extension  does  not  interfere  with  the 
communications  required  by  the  regula¬ 
tions.  This  has  led  to  a  wide  variation 
in  interpretations  as  to  what  is  “neces¬ 
sary  or  desirable,”  and  has  been  the 
cause  of  disagreement  between  the  Coast 
Guard  and  ship  designers  and  builders. 
This  proposed  change  should  eliminate 
a  point  of  contention  by  specifying  the 
stations  that  may  be  included  on  the  cir¬ 
cuit  for  the  required  stations.  The  pro¬ 
posed  changes  to  40  CFR  113.30^-5  and 
113.30-20  clarify  the  requirements  for 
steering  station  telephones  and  delete 
unnecessary  requirements. 

H— INTRINSICALLY  SAFE  EQUIPMENT 

AND  CIRCUITS 

\ 

06.  The  concept  of  intrinsically  safe 
equipment  is  widely  recognized  in  in¬ 
dustry.  A  recent  need  for  this  type  of 
equipment  has  been  generated  by  the 
rffvyinpmfnt  and  use  of  automated  liquid 
cargo  systems  and  by  the  increased  car¬ 
riage  of  low  temperature  cargoes  and 
chemical  cargoes,  for  which  the  present 
standard  marine  methods  of  measuring 
liquid  levels,  pressures,  and  temperatures 
are  not  adequate.  Intrinsic  safety  is 
based  cm  Idle  concept  that,  for  explosive 
mixtures,  there  is  an  experimentally  de¬ 
terminable  level  of  energy  needed  from 
an  ignition  source  below  which  a  particu¬ 
lar  mixture  cannot  be  made  t»  explode. 

Safe  fqillpmfglfc  fttld  drCUitS 

are  designed  to  prevent  energy  levels  of 
this  magnitude  from  being  generated  or 
stored  under  both  normal  and  abnormal 
conditions  of  operation.  The  proposed 
changes  would  first  of  all  define  intrinsic 
safety,  outline  the  approval  and  instal¬ 
lation  requirements  for  acceptance  of 
devices  and  circuits  on  inspected  vessels, 
and  specify  minimum  standards.  This 
would  be  done  by  inserting  a  new  Sub¬ 
part  113.80,  consisting  at  46  CFR 
113.80-1  to  113.80-15,  in  46  CFR  Part  113 
Subchapter  J  (Electrical  Engineering). 
Additional  changes  are  proposed  for  46 
CFR  111.05-40  and  111.70-1  by  which  the 
na>  of  tntHn«h»ftii]r  «nfa  equipment  and 
circuits  are  recognized  for  Class  I  haz¬ 
ardous  areas  and  for  tank  vessels  by 
amendment  to  46  CFR  32.45-1  to  Intro¬ 
duce  the  concept  of  intrinsic  safety.  In 
the  proposed  changes  to  46  CFR  Parts 
111  and  113  of  Subchapter  J  concerning 
Intrinsically  safe  equipment,  it  is  re- 
Oidred  that  such  equipment  shall  be  ap¬ 
proved  by  a  testing  laboratory  recog¬ 
nized  by  the  Commandant  before  it  can 
be  considered  for  use  on  merchant  vessels 


in  hazardous  locations.  In  order  to  pro, 
vide  means  to  enable  a  laboratory  to  be 
recognized  by  the  Commandant,  it  is 
proposed  to  add  46  CFR  2.75-35  to  Bub- 
chapter  A  (Procedures  Applicable  to  the 
Public). 

67.  The  authority  to  prescribe  regula- 
items  concerning  electrical  engineering 
is  in  RJ3.  4418,  as  amended,  while  the 
other  provisions  of  law  interpreted  or 
applied  are  RJS.  4405,  as  amended,  4462, 
as  amended,  4399,  as  amended,  4430,  as 
amended,  4417,  as  amended,  4417a,  as 
amended,  4421,  as  amended,  4426,  as 
amended,  4427,  as  amended,  4433,  as 
amended,  4453,  as  amended.  4488,  as 
amended,  4491,  as  amended,  section  14 
of  the  Act  of  March  3, 1897,  as  amended, 
section  10  of  Act  of  May  28,  1908,  as 
amended,  Act  of  October  25,  1919,  as 
amended,  section  5  of  Act  of  May  27, 
1936,  as  amended.  Act  of  June  20,  1936^ 
as  amended,  section  17  of  Act  of  April  25, 
1940,  as  amended,  section  3  of  Act  of 
June  12,  1946,  as  amended,  section  3  of 
Act  of  May  16, 1956,  and  section  3  of  Act 
Of  August  9. 1954  (46  U.S.C.  392.  375, 416, 
361,  362.  391,  391a,  399,  404,  405,  411,  435, 
481,  489,  360.  395,  303. 369,  367, 526p,  1333, 
390b,  and  50  U.S.C.  198)  and  Executive 
Order  10402  C17  PA  9017,  3  CFR  1952 
Supp.). 


Item  VTE — Requirements  and  Specifica¬ 
tions  for  Lifesaving  Devices,  Extw- 

OUISHEES  AND  BACKFIRE  FLAME  ARREST- 

A- — SPECIAL  PURPOSE  WATER  SAFETY  BUOY¬ 
ANT  DEVICES 

v  08.  The  use  of  buoyant  devices  for 
special  purposes  has  rated  questions 
concerning  how  such  devices  may  be  ac¬ 
cepted  in  heu  of  presently  required  life¬ 
saving  equipment  on  uninspected  motor- 
boats  and  as  additional  equipment  on 
Inspected  motorboats.  The  proposals 
include  a  new  specification  for  special 
purpose  water  safety  buoyant  devices 
designated  46  CFR  Subpart  160.064  in 
Subchapter  Q  (Specifications),  consist¬ 
ing  of  9  5. 100.064-1  to  160.004-9,  along 
with  regulation  amendments  to  46  CFR 
25.25-5,  25.25-10  and  180.05-5  to  provide 
for  their  use  and  to  add  46  CFR  2.75-30 
to  recognize  laboratories  tax  listing  and 
labeling  them.  These  devices  include 
water  ski  vests,  motorboat  racing  vests, 
white  water  vests,  buoyant  hunter’s 
style  jackets,  folding  type  vests,  etc.  The 
present  Coast  Guard  specifications  for 
standard  buoyant  vests  do  not  allow  suf¬ 
ficient  latitude  for  new  designs  of  spe¬ 
cial  purpose  water  safety  devices  which 
are  being  developed  in  connection  with 
increased  water  sports  activities.  The 
purposes  of  these  proposals  are  to: 

a.  Provide  an  avenue  for  the  recogni¬ 

tion  and  acceptance  of  special  purpose 
water  safety  devices  which,  in  addition 
to  having  characteristics  valuable  for  a 
designated  purpose,  will  have  desirable 
performance  characteristics  as  a  buoy¬ 
ant  device.  • 

b.  Establish  minimum  safety  stand¬ 
ards  for  evaluating  these  devices  to  as¬ 
sure  they  are  and  win  be  acceptable  for 
the  special  purposes  as  designated  on 
their  labels  and  t»  provide  that  such 
devices  (such  as  water  ski  vests,  hunt¬ 
er’s  buoyant  jackets,  etc.)  may  be  used 
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for  their  designated  purposes  on  both 
Inspected  and  uninspected  motorboats 
as  well  as  for  general  use  as  buoyant  de¬ 
vices  on  motorboats  of  Classes  A,  1  or  2 
not  carrying  passengers  for  hire. 

c.  Recognize  industry  standards  for 
special  purpose  buoyant  devices.  This 
^  permit  more  latitude  in  design  while, 
at  the  same  time,  maintain  accepted 
jnfrimnm  standards  for  designs,  mate¬ 
rials,  and  construction. 

d.  Provide  for  the  recognition  of  non¬ 
profit  laboratories  which  have  estab¬ 
lished  standards,  factory  inspection,  list¬ 
ing  and  labeling  programs  for  special 
purpose  water  safety  buoyant  devices. 

e.  Revise  various  regulations  to  au¬ 
thorize  use  of  special  purpose  water 
safety  buoyant  devices.  In  this  con¬ 
nection,  these  special  purpose  water 
safety  devices  are  intended  to  qualify 
under  46  CFR  180.05-5  for  use  as  addi¬ 
tional  safety  equipment  which  may  be 
carried  as  excess  equipment  on  inspected 
span  passenger  motorboats.  These  de¬ 
vices  would  be  permitted  and  accepted 
as  excess  lifesaving  devices  when  used 
for  the  special  purposes  designated  on 
their  labels. 

69.  The  proposed  procedures  respect¬ 
ing  the  approval  of  special  purpose  wa¬ 
ter  safety  buoyant  devices  and  the  speci¬ 
fication  in  46  CFR  Subpart  160.064  set 
forth  in  this  item  will  apply  as  follows: 

(1)  On  and  after  the  date  of  publica¬ 
tion  of  regulations  and  specifications  in 
the  Federal  Register,  special  purpose 
water  safety  buoyant  devices  listed  and 
labeled  with  the  combination  “Labora- 
tory/USCG”  labels  will  be  accepted  as 
approved  for  the  special  purpose  use  des¬ 
ignated  on  the  labels  on  or  with  all  mo¬ 
torboats  and  small  passenger  vessels  not 
more  than  65  feet  in  length  subject  to 
the  provisions  of  46  CFR  Subchapter  C 
(Uninspected  Vessels)  and  Subchapter 
T  (Small  Passenger  Vessels),  and  for 
general  use  on  motorboats  of  Classes  A, 
1,  or  2  not  carrying  passengers  for  hire. 

*  (2)  On  and  after  the  date  of  publica¬ 
tion  of  the  regulations  and  specification 
in  the  Federal  Register,  applications 
from  manufacturers  or  others  for  spe¬ 
cific  Commandant's  approvals  of  special 
purpose  water  safety  buoyant  devices 
will  not  be  accepted,  but  such  manufac¬ 
turers  will  be  referred  to  recognized  labo¬ 
ratories  authorized  to  list  and  label  such 
devices  under  the  provisions  of  the  speci¬ 
fication  in  46  CFR  Subpart  160.064 
(IS  160.064-1  to  160.064-9). 

(3)  A  recognized  laboratory’s  authority 
will  be  limited  and  will  issue  its  “Labo- 
ratory/USCG”  labels  to  manufacturers 
whose  devices  the  laboratory  has  found 
to  be  qualified  under  the  requirements 
of  46  CFR  Subpart  160.064. 

(4)  A  recognized  laboratory  must  meet 
the  following  requirements : 

(a)  Operate  as  a  nonprofit  public  serv¬ 
ice; 

<b)  Be  regularly  engaged  in  the  ex¬ 
amination,  testing,  and  evaluation  for 
safety  of  materials,  installations,  M 
devices  used  aboard  motorboats; 

(c)  Shall  have  an  established  factory 
inspection,  listing,  and  labeling  program; 

(d)  Maintain  standards  acceptable  to 
the  Coast  Guard  for  evaluating,  listing 


and  labeling  special  purpose  water  safety 
buoyant  devices; 

(e)  Be  located  in  either  the  United 
States,  the  Commonwealth  of  Puerto 
Rico,  or  the  District  of  Columbia,  as  well 
as  all  of  its  laboratory  facilities,  etc.; 
and, 

(f)  Have  its  principal  officers  and  a 
majority  of  its  managing  directors  re¬ 
siding  in  the  United  States,  the  Com¬ 
monwealth  of  Puerto  Rico,  or  the  Dis¬ 
trict  of  Columbia. 

70.  The  authority  to  prescribe  regu¬ 
lations  for  special  lifesaving  devices  is 
in  R.S.  4488,  as  amended,  4401,  as  amend¬ 
ed,  sections  6  and  17  of  the  Act  of  April 
25,  1940,  as  amended  and  other  provi¬ 
sions  interpreted  or  applied  are  in  sec¬ 
tion  632  of  Title  14,  U.S.  Code,  R.S.  4405, 
as  amended,  4462,  as  amended,  4426,  as 
amended,  and  section  3  of  the  Act  of 
May  10,  1956  (46  U.S.C.  481.  489,  526f, 
526p,  375,  416,  404,  390b).  The  delega¬ 
tions  of  authority  for  the  Commandant, 
U.S.  Coast  Guard,  to  prescribe  regula¬ 
tions  are  in  Treasury  Department  Orders 
120,  July  31,  1950,  15  F.R.  6521;  167-20. 
June  18,  1956,  21  F.R.  4894;  and  167-38, 
October  26,  1959,  24  F.R.  8857. 

B — UNICELLULAR  POLYETHYLENE  FOAM 
BUOYANT  VESTS 

71.  In  accordance  with  46  CFR  Sub¬ 
part  160.052  in  Subchapter  Q  (Specifica¬ 
tions),  the  Coast  Guard  has  been  ap¬ 
proving  buoyant  vests  which  use  unicel¬ 
lular  polyvinylchloride  foam  as  a  buoy¬ 
ant  material.  Another  buoyant  material 
has  now  been  developed.  It  is  unicel¬ 
lular  polyethylene  foam  and  is  proposed 
as  an  alternate  buoyant  material.  The 
Coast  Guard  has  been  requested  to  pro¬ 
vide  for  the  approval  of  adult  and  child 
buoyant  vests  containing  unicellular 
polyethylene  foam  asa  buoyant  material 
The  new  specification  designated  46  CFR 
160.060,  consisting  of  §8 160.060-1  to 
160.060-9,  is  proposed  for  this  purpose. 

72.  Authority  to  prescribe  regulations 
governing  buoyant  vests  for  motorboats 
of  Classes  A,  1  and  2  not  carrying  pas¬ 
sengers  for  hire  is  in  R.S.  4405,  as 
amended,  4462,  as  amended,  4488,  as 
amended,  4491,  as  amended,  sections  6 
and  17  of  Act  of  April  25,  1940,  as 
amended  (46  U.8.C.  375,  416,  481,  489, 
526e,  526p) .  The  delegation  of  au¬ 
thority  for  the  Commandant,  UJ3.  Coast 
Guard,  to  prescribe  regulations  is  in 
Treasury  Department  Order  120,  July 
31, 1950, 15  FJL  6521. 

C — UNICELLULAR  POLYETHYLENE  FOAM 
MATERIAL 

73.  The  Coast  Guard  for  several  years 
has  approved  buoyant  vests,  46  CFR 
Subpart  160.052,  which  use  unicellular 
polyvinyl-chloride  (PVC)  foam  as  a 
buoyant  material.  The  material  speci¬ 
fication  for  the  PVC  is  MIL-P-15280: 
"Plastic  Foam,  Unicellular,  Buoyant, 
Sheet  and  Molded  Shape.”  As  an  al¬ 
ternate  to  the  PVC  foam,  a  unicellular 
polyethylene  foam  has  been  developed. 
The  proposal  has  been  made  to  supply 
this  material  in  slabs  having  a  trigonal 
slitted  pattern  as  a  means  of  achieving 
the  flexibility  of  PVC  foam  for  use  in  a 
lifesaving  device.  At  present  there  is  no 
Federal  or  MIL  specification  for  the  pro¬ 


posed  foam.  The  proposed  specification 
designated  46  CFR  164.013,  consisting 
of  88  164.013-1  to  164.013-5,  in  Sub¬ 
chapter  Q  (Specifications)  provides  for 
the  unicellular  polyethylene  foam  which 
may  be  used  in  connection  with  the  pro¬ 
posed  Subpart  160.060  for  buoyant  vests. 

74.  Authority  to  prescribe  regulations 
governing  materials  for  lifesaving  de¬ 
vices  is  in  RJS.  4405,  as  amended,  4462. 
as  amended,  4488,  as  amended,  4491,  as 
amended,  and  sections  6  and  17  of  Act 
of  April  25,  1940,  as  amended  (46  U.S.C. 
375,  416,  481,  489,  526e,  526p).  The 
delegation  of  authority  for  the  Com¬ 
mandant,  U.S.  Coast  Guard,  to  prescribe 
regulations  is  in  Treasury  Department 
Order  120,  July  31,  1950,  15  F.R.  6521. 

D — PRESSURE  GAGE  OR  DEVICE  ON  DRY 
CHEMICAL  EXTINGUISHERS 

75.  Several  types  of  dry  chemical 
stored  pressure  type  portable  fire  ex¬ 
tinguishers  having  a  disposable  non- 
reflllable  chamber  which  contains  both 
the  dry  chemical  powder  and  the  expel- 
lant  gas  have  been  accepted  during  the 
past  severed  years.  Some  models  were 
not  fitted  with  a  gage  or  visual  device  to 
show  the  presence  of  the  expellant  gas 
Inside  the  chamber.  These  models  are 
intended  to  be  checked  for  the  expellant 
gas  by  weighing  to  a  small  ( %-oz.,  %-oz.-, 
etc.)  tolerance.  This  weight  check  to 
such  small  tolerances  has  not  been  found 
possible  on  boats  boarded  by  Coast 
Guard  Boarding  Officers  or  Merchant 
Marine  Inspectors.  A  survey  of  more 
than  360  agents  and  dealers  by  Officers 
in  Charge,  Marine  Inspection,  through¬ 
out  the  United  States  disclosed  that  pur¬ 
chased  units  were  generally  not  brought 
back  for  the  required  semi-annual  weight 
checks. 

76.  The  purpose  of  the  proposed 
amendment  to  46  CFR  162.026-3 (j)  in 
specification  for  portable  fire  extin¬ 
guishers  Is  to  require  that  all  such  extin¬ 
guishers  manufactured  after  January  1, 
1965,  shall  be  fitted  with  visual  means 
for  checking  whether  or  not  the  expel¬ 
lant  pressure  inside  the  chamber  is  in 
the  operating  range.  A  separate  Navi¬ 
gation  and  Vessel  Inspection  Circular  is 
also  being  proposed  to  furnish  substitute 
Inspection  instructions  for  interim  ac¬ 
ceptance  of  units  not  having  a  pressure 
gage  or  indicator  until  January  1,  1968. 
These  substitute  instructions  provide  for 
certain  visual  checks  of  such  units,  which 
have  not  been  found  acceptable  to  the 
National  Fire  Protection  Association  or 
Underwriters’  Laboratories,  Inc.,  but  are 
believed  to  be  the  best  which  can  be 
done  aboard  boats  in  the  water  until 
boat  owners  can  have  time  to  obtain 
units  having  a  pressure  gage  or  indicator. 

77.  The  authority  to  prescribe  regula¬ 
tions  regarding  marine  type  fire  ex¬ 
tinguishers  generally  is  in  R.S.  4405,  as 
amended,  4462,  as  amended  (46  U.S.C. 
375,  416).  The  provisions  interpreted  or 
applied  are  in  R.S.  4417a,  as  amended, 
4426,  as  amended,  4488,  as  amended, 
4491,  as  amended.  Act  of  June  20,  1936, 
sections  8  and  17  of  the  Act  of  April  25, 
1940  as  amended,  section  3  of  Act  of  June 
12,  1940,  as  amended,  section  3  of  Act 
of  May  10, 1956,  and  section  4  of  the  Act 
of  August  7,  1953  and  section  3  of  Act 
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of  August  A  1864  (46  UJS.C.  391a,  404. 
461,  488,  367,  520g,  526p,  1333,  390b,  43 
U&C.  1333, 50  U.S.C.  198)  and  Executive 
Order  18463  (17  FR.  9617.  3  CFR  1962 
Supp.) .  Tbe  delegations  of  authority  for 
the  Commandant,  U.S.  Coast  Guard,  to 
prescribe  regulation  are  in  Treasury 
Department  Orders  126,  July  31,  1956, 15 
F.R.  6521;  167-14,  November  26.  1954. 
19  F.R.  8026;  167-15,  January  3,  195$.  20 
PR.  840;  167-20,  June  18,  1956.  21  PJL 
4894;  167-32,  September  23.  1958.  23  PR. 
7605;  and  167-38  October  26,  1959,  24 
PR.  8867. 

E — BACKFIRE  FLAME  CONTROL  ON  UNIN¬ 
SPECTED  VESSELS  (MOTORBOATS) 

78.  The  purpose  of  the  proposals  to 
amend  46  CFR  25.35-1  regarding  back¬ 
fire  flame  control,  is  to  make  the  regula¬ 
tions  clear  to  all  concerned  and  to  facil¬ 
itate  enforcement.  The  heading  of  this 
Subpart  46  CFR  25.35  is  changed  from 
“Carburetor  Backfire  Flame  Arrestors” 
to  “Backfire  Flame  Control”  to  better  de¬ 
scribe  the  Regulations  which  prescribe 
devices  acceptable  for  controlling  back¬ 
fire.  Also,  present  intentions  are  to 
change  the  heading  of  the  specification 
in  46  CFR  Subpart  162.015  to  “Specifi¬ 
cation  for  Backfire  Flame  Control,  Gaso¬ 
line  Engines”  and  to  include  require¬ 
ments  for  testing  and  labeling  of  engines 
which  do  not  require  flame  arrestors. 
The  proposed  amendment  designated  46 
CFR  25.35-1  (b)  (2)  and  (3)  cover  in¬ 
stallations  similar  to  those  which  have 
already  been  accepted  under  the  pro¬ 
visions  of  46  U.8.C.  526i,  “carburetor 
flame  arrestors  and  backfire  traps," 
which  permit  “other  similar  devices”  in 
lieu  of  flame  arrestors.  These  provisions 
permit  the  Commandant  to  accept  two- 
cycle,  solid  fuel  injection  and  super¬ 
charged  engines  for  use  without  flame 
arrestors  where  the  air  and  fuel  intake 
systems  provide  equivalent  protection  to 
that  of  an  approved  flame  arrestor. 
Functionally  describing  “other  shall  nr 
devices”  as  those  attachments  or  location 
at  engine  which  disperses  backfire  flame 
to  the  atmosphere  permits  acceptance 
for  use  without  a  flame  arrestor  by  the 
Coast  Guard  law  enforcement  officer. 

79.  The  authority  to  prescribe  regula¬ 
tions  regarding  backfire  flame  controls  on 
uninspected  motorboats  is  in  RJEk  4405, 
as  amended,  4462,  as  amended,  and  sec¬ 
tions  8  and  17  of  the  Act  of  April  25, 
1940,  as  amended  (46  U.S.C.  375,  416, 
526g,  526p> .  The  delegation  of  author¬ 
ity  for  the  Commandant,  UJ3.  Coast 
Guard,  to  prescribe  regulations  is  in 
Treasury  Department  Order  120,  July  31, 
1950, 15  FR.  6521. 

Item  VTH — Dangerous  Cargoes 

80.  The  proposed  amendments  to  the 
dangerous  cargo  regulations  in  46  CFR 
Part  146  are  miscellaneous  amendments 
intended  to  bring  the  regulations  up  to 
date. 

81.  The  authority  to  prescribe  regu¬ 
lations  governing  the  transportation  of 
dangerous  cargoes  is  in  RJ3.  4472,  as 
amended,  while  the  general  laws  author¬ 
izing  regulations  are  RJS.  4405,  as 
amended,  and  4462,  as  amended  (46 
UB.C.  170,  375,  416).  These  regulations 
also  interpret  or  apply  section  3  of  the 


Act  of  August  9,  1954  (50  UJS.C.  198) 
and  Executive  Order  10402  (17  FR.  9917, 
3  CFR  1952  Supp.) .  The  delegations  of 
authority  to  the  Commandant,  U.S. 
Coast  Guard,  to  prescribe  regulations 
are  in  Treasury  Department  Orders  120, 
July  31,  1950,  15  FR.  6521,  and  167-14, 
November  26, 1954, 19  FR.  8026. 

A — HATCH  COVERS 

82.  The  proposed  amendment  to  46 
CFR  146.03-34  (e),  which  contains  defi¬ 
nition  of  stowage  term  “tween  decks 
readily  accessible,”  will  provide  that  the 
hatch  covers  remain  clear  of  any  cargo 
when  a  dangerous  cargo  requiring  t.hi« 
stowage  is  stowed  In  the  hold  below. 

B - LIST  or  EXPLOSIVES  AND  OTHER  DANGER¬ 

OUS  ARTICLES  AND  COMBUSTIBLE  LIQUIDS 

83.  It  is  proposed  to  amend  46  CFR 
146.04-5,  the  commodity  list,  to  reflect 
additions  of  dangerous  articles,  editorial 
changes,  ami  to  state  tbe  label  required 
for  each.  item. 

C — SPECIAL  STOWAGE  PLAN  FOR  RECORDING 
DANGEROUS  CARGO  ABOARD 

84.  The  proposed  amendments  to  46 
CFR  146.06-12  through  146.06-19,  con¬ 
taining  requirements  governing  danger¬ 
ous  cargo  manifests  or  plans,  will  pro¬ 
vide  for  the  use  of  a  separate  stowage 
plan  as  an  alternate  to  a  manifest  or 
list  for  recording  dangerous  cargo  being 
transported  aboard  a  vessel.  The  pro¬ 
posals  are  intended  to  simplify  the  de¬ 
tails  required  to  be  shown  on  a  danger¬ 
ous  cargo  manifest,  list  or  plan,  and  will 
standardize  the  requirements  applicable 
to  various  types  of  vessels  and  barges. 
These  proposals  are  also  in  agreement 
with  the  requirements  in  Chapter  VII, 
Regulation  5,  of  the  1960  Safety  of  Life 
at  Sea  Convention. 

B - COMPATIBILITY  OF  DANGEROUS  CARGOES 

WITHW  VEHICLES,  VANS  OR  PORTABLE 

CONTAINERS 

85.  It  is  proposed  to  amend  46  CFR 
146.07-40 (b) ,  which  governs,  the  danger¬ 
ous  articles  stowed  in  vehicles,  vans  or 
portable  containers,  to  clarify  the  pro¬ 
hibition  that  no  dangerous  article  or 
substance  may  be  stowed  in  the  same 
vehicle,  van  or  portable  container  with 
any  other  incompatible  article  or  sub¬ 
stance,  according  to  the  regulations  In 
46  CFR  Part  146. 

E — PORTABLE  MAGAZINES  FOR  STOWAGE  OF 
x  EXPLOSIVES 

86.  It  is  proposed  to  amend  46  CFR 
146.09-6 (a),  which  covers  the  require¬ 
ments  applicable  to  portable  magazines, 
to  clarify  the  regulation  so  that  the  word 
"gross”  pertains  to  explosives  and  the 
size  of  magazine  will  be  limited  to  not 
more  than  100  cubic  feet  plus  10  percent 
of  explosives  (gross)  stowed  therein. 

f — EXPLOSIVES 

87.  The  proposed  amendment  to  46 
CFR  146.20-15,  which  governs  the  stow¬ 
age  of  explosives,  will  delete  S  146.20- 
15(b)  and  transfer  the  revised  require¬ 
ments  to  a  new  section  designated  46 
CFR  146.20-16  to  provide  separate  re¬ 
quirements  for  stowage  of  blasting  caps 
and  small  quantities  of  other  explosives. 


These  proposed  amendments  specifically 
provide  for  the  stowage  of  blasting  caps 
ammonium  nitrate  and  nitro  carbo  ni¬ 
trate  when  these  materials  are  handled 
as  Class  A  explosives  on  board  a  vessel 
It  is  also  proposed  to  add  certain  specific 
requirements  relating  to  the  stowage  of 
blasting  caps,  with  other  explosives  and 
dangerous  articles.  It  is  proposed  to 
amend  46  CFR  146.20-23 (g)  and  146.22- 
15(b),  regarding  compatibility  of  cer¬ 
tain  explosives  with  nitro  carbo  nitrate 
by  including  special  provisions  for  the 
stowage  of  dynamites  and  ammonium  ni¬ 
trate  and  nitro  carbo  nitrate  on  board 
one  vessel.  These  proposals  are  based  on 
the  type  of  container  and  the  condition 
that  the  aggregates  are  handled  as  Class 
A  explosives.  It  is  proposed  to  amend 
46  CFR  146.20-31,  regarding  the  loading 
and  unloading  of  explosives,  so  as  to  per¬ 
mit  the  handling  of  explosives  simulta¬ 
neously  with  other  cargo  under  specified 
controlled  conditions.  It  is  proposed  to 
amend  46  CFR  146.20-100  (Table  A), 
which  applies  to  Class  A  dangerous  ex¬ 
plosives,  to  clarify  the  exemptions  ap¬ 
plicable  to  the  shipment  of  small  quan¬ 
tities  of  certain  dry  high  explosives. 

G — IN  FLAMMABLE  SOLIDS  AND  OXIDIZING 
MATERIALS 

88.  It  is  proposed  to  amend  46  CFR 

146.22- 45(b)  and  I46.20-23(g) ,  regard¬ 
ing  compatibility  of  certain  oxidizing 
materials  with  explosives  and  other  dan¬ 
gerous  articles,  by  including  special  pro¬ 
visions  for  the  stowage  of  dynamites  with 
ammonium  nitrate  and  nitro  carbo  ni¬ 
trate  on  board  one  vessel  when  the  ag¬ 
gregate  is  considered  as  Class  A 
dangerous  explosives.  Regarding  the  au¬ 
thorization  of  loading  or  discharging 
ammonium  nitrates  and  nitro  carbo  ni¬ 
trate,  it  is  proposed  to  amend  46  CFR 

146.22- 30  and  146.22-40  to  clarify  re¬ 
quirements  regarding  who  are  the  proper 
issuing  officers  in  the  Coast  Guard  au¬ 
thorized  to  issue  the  required  permits 
without  any  further  special  designation 
from  the  Commandant.  It  is  also  pro¬ 
posed  to  revise  46  CFR  146.22-30  to  ex¬ 
tend  applicability  of  present  provisions 
to  ammonium  nitrate  in  burlap  bags  now 
governing  when  such  materials  are 
packaged  in  paper  bags.  The  proposed 
revision  of  46  CFR  146.22-40,  regarding 
nitro  carbo  nitrate,  also  will  prescribe 
stowage  conditions  when  such  materials 
are  packaged  in  paper  bags  as  an  am¬ 
monium  nitrate  formulation  and  sub¬ 
ject  to  provisions  in  46  CFR  146.22-30(f). 
It  is  proposed  to  amend  46  CFR  146.22- 
100  (Table  E>,  regarding  inflammable 
solids  and  oxidizing  materials,  to  add 
provisions  which  should  give  additional 
safety  protection  for  the  handling  of  ni¬ 
tro  carbo  nitrate  in  bags  and  boxes,  as 
well  as  to  make  other  editorial  changes 
in  the  various  ammonium  nitrate  en¬ 
tries  by  adding  specific  references  to  sec¬ 
tions  of  regulations  which  provide  for 
special  handling  of  a  particular  product 
under  certain  conditions. 

H — CORROSIVE  LIQUIDS 

89.  The  proposed  amendments  to  46 
CFR  146.23-100  (Table  F),  regarding 
corrosive  liquids,  are  intended  to  pro¬ 
vide  stowage  and  labeling  requirements 
and  set  forth  a  description  of  the  physi- 
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cal  characteristics  for  the  new  item 
•‘memtetrahydro  phthallc  anhydride.” _ 

X — HAZARDOUS  MATERIAL 

go.  It  is  proposed  to  amend  46  CFR 
146.27-5,  which  exempts  certain  liquids 
from  the  hazardous  article  classification, 
to  agree  with  certain  hazardous  liquids 
proposed  to  be  regulated  by  changes  in 
regulations  in  this  subpart.  The  pro¬ 
posed  amendments  to  46  CFR  146.27-100 
(Table  K) ,  regarding  hazardous  articles, 
will  specify  the  stowage  and  packing  re¬ 
quirements  and  set  forth  descriptions  of 
physical  characteristics  for  new  items 
“carbon  tetrachloride,”  "chloroform,” 
“tetrachloroethane,”  and  "phosphoric 
acid” 

J — MILITARY  EXPLOSIVES 

91.  It  is  proposed  to  amend  46  CFR 

146.29- 35  (e),  regarding  tools  to  be  used 
when  handling  military  explosives,  so  as 
to  clarify  the  requirements  by  stating 
that  tools  of  ferrous  composition  are  the 
tools  for  which  prior  special  permission 
is  required  from  the  Captain  of  the  Port. 
The  proposed  amendments  to  46  CFR 

146.29- 55,  governing  the  stowage  of  mili¬ 
tary  explosives  with  household  or  per¬ 
sonal  effects  and/or  mail,  will  require 
a  buffer  between  the  household  goods, 
mail,  or  personal  effects  and  any  bulk¬ 
head  having  military  explosives  stowed 
up  against  it  on  the  opposite  side.  This 
proposal  will  apply  only  to  an  adjacent 
hold  stowage.  It  is  proposed  to  cancel 
46  CFR  146.29 — 97(b)  (2)  because  "dini- 
trotoluene”  is  not  classified  as  a  high  ex¬ 
plosive.  The  proposed  amendments  to  46 
CFR  146.29-100,  regarding  the  classifi¬ 
cation,  handling  and  stowage  of  military 
explosives,  add  new  provisions  for  cer¬ 
tain  military  explosives  to  provide  for 
their  correct  classification. 

Item— EX  Security  of  Vessels  and 

Waterfront  Facilities 

A— HOT  WORK  ON  WATERFRONT  FACILITY 
OR  VESSEL 

92.  The  proposed  amendment  to  33 
CFR  126.15(c) ,  regarding  conditions  for 
designation  as  a  designated  waterfront 
facility,  will  require  a  permit  from  the 
Captain  of  the  Port  before  any  welding 
or  hot  wort  is  undertaken  on  a  vessel 
alongside  a  waterfront  facility  whenever 
dangerous  cargo  is  on  the  facility  or  on  a 
vessel  moored  thereto.  The  purpose  of 
requiring  a  permit  for  welding  on  vessels 
is  to  lessen  the  hazards  of  fires  which  may 
occur  in  the  vicinity  of  dangerous  car¬ 
goes,  whether  on  the  waterfront  facili¬ 
ties  or  nearby  vessels. 

93.  The  authority  for  the  Comman¬ 
dant,  US.  Coast  Guard,  to  prescribe  reg¬ 
ulations  regarding  security  of  waterfront 
facilities  and  vessels  is  in  the  Act  of 
June  15,  1917,  as  amended  (50  UJ3.C. 
191),  and  Executive  Order  10173,  as 
amended  by  Executive  Order  10277  and 
Executive  Order  10352  (15  F.R.  7005,  3 
CFR  1950  Supp.,  16  FJR.  7537, 3  CFR  1951 
Supp.,  17  FJt.  4607,  3  CFR  1952  Supp.). 

B — POWER-OPERATED  EQUIPMENT  ON 
WATERFRONT  FACILITY 

94.  It  is  proposed  to  amend  33  CFR 
126.15(e) ,  regarding  conditions  for  desig¬ 
nation  as  designated  waterfront  facility, 
to  control  use  of  power-operated  equip  - 
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ment.  It  is  proposed  to  apply  revised  re¬ 
quirements  to  power-operated  industrial 
equipment  when  used  on  waterfront  fa¬ 
cilities  to  handle  dangerous  cargo  as  one 
of  the  conditions  for  designation  as  a 
designated  waterfront  facility.  It  is  pro¬ 
posed  to  govern  the  handling  of  danger¬ 
ous  cargoes  on  waterfront  facilities  by 
correcting  problems  affecting  the  safety 
of  such  facilities  and  the  vessels  in  port. 
One  of  the  dangers  creating  concern  is 
the  current  use  of  power-operated  indus¬ 
trial  trucks,  such  as  tractors,  stackers, 
holsters,  fort  lifts,  etc.,  powered  by  elec¬ 
tricity  or  by  internal  combustion  engines. 
The  Coast  Guard  believes  there  is  a  need 
to  set  forth  minimum  standards  govern¬ 
ing  the  use  of  power-operated  industrial 
trucks  when  on  waterfront  facilities  han¬ 
dling  dangerous  cargoes. 

95.  The  proposals  governing  power- 
operated  industrial  trucks  are  based  on 
the  standards  recommended  by  the  Un¬ 
derwriters’  Laboratories,  Inc.,  P.O.  Box 
247,  Northbrook,  Illinois.  They  establish 
minimum  safety  requirements  concern¬ 
ing  construction,  maintenance,  perform¬ 
ance,  and  operation. 

96.  It  is  proposed  to  require  on  water¬ 
front  facilities  that  each  power-operated 
industrial  truck  which  handles  general 
items  of  dangerous  cargo  shall  be  a  lab¬ 
oratory  designated  and  approved  type. 
However,  each  unit  handling  such  special 
items  as  explosives,  inflammable  liquids, 
inflammable  solids,  oxidizing  materials, 
inflammable  compressed  gases,  bulk  sul¬ 
fur,  or  hazardous  articles  of  a  fibrous 
nature  (not  enclosed  in  vans  or  portable 
containers)  shall  be  a  designated  type 
"EX,”  "EE,”  “LPS,”  "GS,”  or  "DS.”  In 
the  administration  of  these  proposals,  it 
is  realized  that  present  industry  practices 
may  need  to  be  revised.  Therefore,  it  is 
proposed  to  require  that  on  and  after  a 
date  in  1965  all  trucks  used  on  water¬ 
front  facilities  for  the  handling  of 
Classes  A  and  B  explosives  shall  be  con¬ 
verted  to  or  replaced  by  a  laboratory 
designated  and  approved  type  meeting 
the  specified  requirements  and  on  and 
after  a  date  in  1966  all  trucks  used  for 
handling  other  dangerous  cargoes  shall 
be  either  converted  to  or  replaced  by  a 
laboratory  designated  and  approved  type 
meeting  the  specified  requirements. 

/  97.  The  regulations  are  deemed  to  be 
necessary  for  the  protection  of  the  water¬ 
front  facilities  and  the  safety  of  the 
vessels  moored  thereto.  Waterfront 
facilities  are  rated  among  the  highest 
fire  hazards  of  the  nation.  This  is  due 
not  only  to  the  hazardous  conditions 
inherent  in  the  normal  structure  of 
waterfront  facilities  but  also  in  the 
character  of  the  routine  operations  and 
the  dangerous  nature  of  the  explosives 
and  other  materials  being  handled. 

98.  Fire  losses  for  piers  and  wharves 
have  averaged  higher  than  most  other 
structures.  The  National  Fire  Protection 
Association  (NFPA)  has  reported  that 
preceding  January  1,  1945  some  1,314 
pier  and  wharf  fires  averaged  $62,143  per 
fire.  In  1953,  National  Bureau  of  Fire 
Underwriters  (NBFU)  reported  that,  in 
a  two-year  period  under  study,  indi¬ 
vidual  warehouse  fire  losses  (which  are 
illustrative  of  pier  and  wharf  fire  poten- 
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tial)  ranged  from  $100,000  to  over 
$5,000,000.  In  1962,  some  1,770  fire  losses 
on  piers  (Including  shipyards)  totaled 
$15,230,000.  What  percentage  of  these 
fires  were  caused  by  power-operated  in¬ 
dustrial  trucks  can  only  be  estimated. 
In  reporting  special  causes  of  some  805 
pier  and  wharf  fires  the  NFPA  in  1948 
attributed  16  percent  to  defective  han¬ 
dling  equipment  and  12  percent  to  hoist¬ 
ing  and  loading  equipment.  In  1962 
9.7  percent  of  the  fires  reported  in  cot¬ 
ton  warehouses  were  reported  to  be 
caused  by  lift  trucks.  The  NBFU  has 
stated:  "It  is  necessary  to  recognize  the 
fact  that  both  the  gasoline  and  electrical 
units  (of  power-operated  equipment) 
possess  inherent  fire  hazards  in  their 
operation  as  well  as  their  maintenance.” 
Individual  accounts  of  fires  involving 
power-operated  industrial  trucks  and 
equipment  are  numerous  enough  to 
substantiate  the  need  for  uniform 
safety  requirements. 

99.  On  a  waterfront  facility  in  Ta¬ 
coma,  Wash.,  a  fork  lift  backfired  when 
the  motor  was  started.  The  fire  loss 
amounted  to  $125,000.  On  another 
waterfront  facility  in  Tacoma,  Wash.,  a 
cargo  crane  started  a  fire  by  shorting  its 
electrical  feed  cable.  Damage  loss  was 
estimated  at  $1,200,000.  In  a  warehouse 
at  Ryde,  Calif.,  a  fire  originated  in  a  fork 
lift  truck  with  a  loss  of  $273,000.  At  a 
warehouse  at  Jeffersonville,  Ind.,  a  fire 
was  started  by  careless  operation  of  a 
fork  lift  truck.  Damage  was  reported 
as  $272,000.  In  a  warehouse  in  Oregon, 
sparks  from  a  Short  circuit  of  the  battery 
leads  in  an  electric  lift  truck  caused  a 
loss  of  $700,000.  In  Baltimore,  Md.,  a 
backfire  from  a  gasoline-powered  lift 
truck  caused  a  fire  loss  of  $26,000.  In 
Lumberton,  N.C.,  a  backfire  from  a  gaso¬ 
line  lift  truck  with  a  leaky  carburetor 
started  a  fire  which  seriously  threatened 
an  adjoining  warehouse  containing 
$7,000,000  worth  of  tobacco.  In  Shreve¬ 
port,  La.,  the  backfire  of  one  lift  truck 
Ignited  the  gasoline  vapors  of  another 
which  was  being  refueled  and  started  a 
fire  which  destroyed  a  warehouse,  28 
railroad  box  cars,  12  freight  trailers,  and 
11  automobiles.  In  Merced,  Calif.,  the 
turning  on  of  an  ignition  switch  of  a  fork 
lift  truck  ignited  vapors  from  a  gasoline 
spill  and  started  a  fire  with  a  loss  of 
$154,000.  In  Berlin,  N.H.,  careless  opera¬ 
tion  of  a  fork  lift  truck  started  a  fire 
which  destroyed  the  building  and  its  con¬ 
tents  with  a  loss  of  $500,000.  In  Henri¬ 
etta,  N.C.,  a  fort  lift  truck  backed  into 
a  pile  of  cotton  bales  and  started  a  fire 
amounting  to  $300,000.  In  Taylor  Twp., 
Mich.,  an  accidental  collision  of  an  elec¬ 
tric  lift  truck  with  the  valve  of  a  3, 800- 
gallon  LP-Gas  container  resulted  in  a 
fire  which  destroyed  a  truck  terminal 
with  estimated  loss  of  $718,000.  In  High- 
point,  N.C.,  a  gasoline  lift  truck  was  ac¬ 
cidentally  upset  in  a  sisal  warehouse. 
The  resulting  fire  destroyed  the  contents 
of  the  building  with  a  loss  of  $57,000.  A 
spark  from  an  electric  lift  truck  ignited 
vapors  from  a  leaking  drum  of  alcohol 
starting  a  fire  which  destroyed  two  stor¬ 
age  houses  with  damage  estimated  at 
$157,000. 

100.  One  of  the  worst  fires  occurred  in 
Brooklyn.  A  fork  lift  truck  on  board  the 


PROPOSED  RULE  MAKING 


“USS  Constellation”  accidentally  started 
a  fire  which  resulted  in  property  damage 
estimated  at  $47*42,000. 

101.  The  NFPA  reported  in  1969  that 
in  a  study  at  129  fires  originating  in 
power-operated  industrial  trucks  it  was 
found  that  62  percent  were  caused  by 
mechanical  failures  which  could  be 
traced  back  to  improper  maintenance. 
The  remaining  38  percent  were  caused 
by  improper  operation  of  the  truck  or 
improper  fueling  procedures.  Approxi¬ 
mately  66  percent  of  the  fires  started 
while  the  trucks  were  being  operated. 
14.7  percent  started  while  the  trucks 
were  being  refueled.  The  remainder  of 
the  fires  started  while  the  trucks  wore 
parked  or  undergoing  maintenance  work, 
m  70.5  percent  of  the  cases  studied, 
original  ignition  of  the  fire  was  in  the 
truck  itself  and  of  these,  20  percent 
spread  to  the  building  or  contents.  In 
29.5  percent  of  the  cases,  the  fire  started 
when  sparks  or  heat  from  the  truck  ig¬ 
nited  materials  such  as  cotton,  paper, 
vapors,  or  dust  adjacent  to  the  truck. 
Almost  all  of  the  fires  caused  by  electric 
trucks  were  short  circuits.  Fires  from 
liquefied  petroleum  gas  units  were  caused 
mainly  fay  leaking  lines  and  connections 
and  by  abort  circuits.  Fires  in  gasoline 
trucks  were  caused  by  electrical  short 
circuits,  sparks  from  exhaust  systems, 
fuel  leaks  and  hydraulic  leaks.  About  20 
percent  of  the  fires  were  caused  by  driver 
failure. 

102.  As  early  as  1951,  NFPA  recom¬ 
mended  that  pier  and  wharf  power- 
operated  equipment,  such  as  mules, 
tractors,  fork  lifts  and  dock  cranes  should 
be  at  approved  construction.  And  in 
1953,  the  NBFU  recommended  that  all 
gasoline  or  electric  powered  industrial 
trucks  and  tractors  used  in  warehouses 
should  be  listed  for  acceptance  by  a  rec¬ 
ognized  testing  organization  and  should 
be  operated  only  by  trained  drivers, 

103.  The  safeguarding  of  waterfront 
facilities  is  of  major  importance  to  the 
welfare  of  the  country.  In  time  of  peace 
these  facilities  are  essential  if  commerce 
Is  to  be  carried  on  in  a  normal  manner. 
In  time  of  war  their  role  becomes  vital 
to  the  security  of  the  nation  itself.  Un¬ 
der  emergency  conditions  there  is  no  time 
for  replacement  of  port  facilities  de¬ 
stroyed  by  fire.  Any  recognized  fire  haz¬ 
ard  which  threatens  the  safety  of  port 
facilities  should  be  promptly  corrected. 
These  proposed  regulations  are  intended 
to  control  a  known  major  cause  of  many 
high  cost  and  extensively  destructive 
fires.  These  regulations  are  considered 
a  necessary  and  integral  part  of  any  re¬ 
sponsible  program  for  the  prevention  of 
fires  at  marine  terminals. 

104.  These  requirements  will  become 
effective  for  waterfront  facilities  han¬ 
dling  Class  A  and  B  explosives  one  year 
after  publication  in  the  Fkbebal  Register 
and  for  waterfront  facilities  handling 
other  dangerous  cargoes  two  years  after 
publication  in  the  Federal.  Register. 

105.  The  authority  for  the  Comman¬ 
dant,  U.S.  Coast  Guard,  to  prescribe  reg¬ 
ulations  regarding  security  of  waterfront 
facilities  and  vessels  is  in  the  Act  of  June 
15,  1917,  as  amended  (50  UJS.C.  191), 
and  Executive  Order  10173,  as  amended 
by  Executive  Order  10277  and  Executive 
Order  10352  (15  F.R.  7005,  3  CFR  1950 


Supp.;  16  FR  7537,  3  CFR  1961  Supp.; 

17  FJR.  4697,  3  CFR  195a  Supp.) . 

C — -AMMONIUM  NITRATE  PRODUCTS  HANDLED 

AND  STORED  ON  WATERFRONT  FACTLITT 

106.  It  is  proposed  to  add  a  new  sec¬ 
tion  designated  33  CFR  126.28  covering 
general  provisions  for  ammonium  ni¬ 
trate,  ammonium  nitrate  fertilizers,  fer¬ 
tilizer  mixtures,  or  nitro  car  bo  nitrate. 
This  proposal  will  provide  for  the  han¬ 
dling  of  ammonium  nitrate  products  on 
waterfront  facilities  to  prevent  or  reduce 
fires,  and  should  a  fire  occur  to  prevent 
serious  explosions.  The  proposed  meas¬ 
ures  for  handling  ammonium  nitrate 
products  are  based  on  the  recommenda¬ 
tions  originally  submitted  by  the  Inter¬ 
agency  Committee  on  the  Hazards  of 
Ammonium  Nitrate,  Fertilizer  Grade,  in 
its  report  of  November  10, 1947,  and  from 
the  proposals  of  the  Committee  on  Chem¬ 
icals  and  Explosives  of  the  National  Fire 
Protection  Association.  The  purpose  of 
these  proposed  measures  is  to  lessen  the 
support  ammonium  nitrate  products 
would  give  to  combustion  if  involved  in 
a  fire  on  a  waterfront  facility  and  to 
prevent  their  becoming  sensitized  with 
carbonaceous,  organic,  or  combustible 
material.  When  these  products  are  con¬ 
taminated  with  approximately  six  per¬ 
cent  Of  ftflrhnnmwms  or  organic 

substance,  the  resulting  mixture  may  be¬ 
come  as  sensitive  as  a  blasting  agent. 

107.  The  authority  for  the  Comman¬ 
dant,  U.S.  Coast  Guard,  to  prescribe  reg¬ 
ulations  regarding  security  of  waterfront 
facilities  and  vessels  is  in  the  Act  of  June 
15,  1917,  as  amended  (50  UJS.C.  191), 
and  Executive  Order  10173,  as  amended 
by  Executive  Order  10277  and  Executive 
Order  10352  (15  FR.  7005.  3  CFR  1950 
Supp.;  16  FR  7537,  3  CFR  1951  Supp.; 
IT  FJR.  4607,  3  CFR  1952  Supp.) . 

D - ADVANCE  NOTICE  OF  ARRIVAL  OF  VESSEL 

WHEN  LADEN  WITH  EXPLOSIVES  (OR  CER¬ 
TAIN  SPECIFIED  DANGEROUS  CARGOES)  OR 

WHEN  FIRE  (OR  OTHER  HAZARDOUS  CONDI¬ 
TIONS)  EXISTS  OS  THE  VESSEL 

108.  It  is  proposed  to  add  new  regula¬ 
tions  designated  33  CFR  124.14  and 
124.16  to  require  advance  notice  of  ar¬ 
rival  of  a  vessel  under  certain  conditions 
which  will  affect  the  security  of  the  port 
of  arrival.  The  purpose  of  these  pro¬ 
posed  regulations  is  to  increase  the  safety 
and  security  of  certain  parts  vital  to 
domestic  and  foreign  commerce.  Cap¬ 
tains  of  the  Port  are  normally  unaware 
of  the  nature  of  the  cargoes  carried 
aboard  vessels  and  sometimes  have  not 
been  advised  of  hazardous  conditions 
present  on  the  vessels  about  to  enter 
port.  The  Dangerous  Cargo  Regulations, 
46  CFR  146.02-13,  require  a  report  of  fire 
or  hazardous  condition  by  a  vessel  carry¬ 
ing  dangerous  cargo.  However,  it  is  de¬ 
sired  that  all  vessels  with  or  without 
dangerous  cargo  be  required  to  report  in 
advance  any  hazardous  condition  which 
might  jeopardize  the  safety  of  the  ves¬ 
sel  or  affect  the  safety  of  the  port.  This 
advance  notice  will  give  time  to  those 
vitally  concerned  to  make  sueh  prepara¬ 
tions  and  to  coordinate  such  local  as¬ 
sistance  as  the  emergency  may  require. 
The  carrying  of  explosives  or  certain 
specified  types  of  dangerous  cargoes  re¬ 
quires  prior  emergency  planning  of  the 


Captain  cf  the  Port.  The  proposed  regu¬ 
lation  requiring  this  advance  notice  from 
such  a  vessel  would  materially  aid  the 
Captain  of  the  Port  in  developing  emer¬ 
gency  preparations  in  providing  for  the 
safety  of  the  port. 

109.  The  authority  for  the  Comman¬ 
dant,  UJ3.  Coast  Guard,  to  prescribe  reg¬ 
ulations  regarding  security  of  waterfront 
facilities  and  vessels  is  in  the  Act  of  June 
15,  1917,  as  amended  (50  UJS.C.  191) 
and  Executive  Order  16173,  as  amended 
by  Executive  Order  10277,  and  Executive 
Order  10352  (15  F It.  7005,  3  CFR  1950 
Supp.;  16  FJt.  3537,  3  CFR  1951  Supp  • 
17  FR.  4607,  3  CFR  1952  Supp.). 

Item  X — Structures  on  Outer  Conti¬ 
nental  Shelf  and  Adjacent  Waters 

110.  It  is  proposed  to  revise  and  sup¬ 
plement  33  CFR  Subparts  67.05,,  67.10 
and  67.50  In  Part  67  regarding  private 
aids  to  navigation.  These  revisions  and 
additions  concern  the  marking  require¬ 
ments  fbr  structures  and  artificial  islands 
erected  In  the  waters  of  the  Outer  Con¬ 
tinental  Shelf  and  adjacent  waters  of  the 
United  States.  The  proposals,  initially 
prepared  by  the  National  Offshore  Oper¬ 
ations  Panel  to  the  Merchant  Marine 
Council,  have  been  under  study  and  con¬ 
sideration  by  the  Coast  Guard  for  nearly 
two  years.  These  changes  and  additions 
wifi  remove  an  existing  burden  on  the 
owners  and  operators  of  the  structures 
and  artificial  islands  to  display  multiple 
obstruction  lights,  depending  on  the  size 
of  the  structure,  in  instances  where  not 
actually  required  fbr  the  safety  of  navi¬ 
gation,  to  the  expense  of  synchronized 
operation  of  more  than  one  fog  signal 
from  a  single  structure  whose  dimensions 
are  such  as  to  cause  the  signals  to  appear 
to  originate  at  the  same  point,  and  to 
adjust  lines  of  demarcation  in  certain 
areas  where  experience  over  the  past  five 
years  since  the  regulattonz  were  orig¬ 
inally  promulgated  indicates  that  the 
revision  wifi  not  imperil  the  lives  of  per¬ 
sons  employed  on  the  structures  or 
mariners  plying  the  waters  at  the  Gulf 
of  Mexico. 

A — LIGHTS  TO  HARK  STRUCTURES 

111.  It  is  proposed  to  amend  33  CPR 
67.05-1  regarding  general  requirements 
for  lights  and  arrangement  of  obstruc¬ 
tion  lights.  Tests  made  by  the  Coast 
Guard  show  that  candlepower  emitted 
from  small  drum  lenses  of  the  types  com¬ 
monly  used  fbr  obstruction  lights  on  the 
structures  have  a  vertical  divergence  of 
from  65*  above  the  focal  plane  to  65* 
below  the  focal  plane  and  is  such  that  the 
light  will  be  visible  at  8  distance  of  50 
feet,  even  though  the  light  may  be 
mounted  as  much  as  106  feet  above  the 
water. 

B — FOG  SIGNALS  ON  STRUCTURES 

1  112.  It  is  proposed  to  cancel  33  CFR 

67.16-lCd)  regarding  general  require¬ 
ments  for  fog  signals.  This  requirement 
is  to  be  cancelled  because  nearly  all  of 
the  existing  offshore  structures  and  those 
which  may  be  erected  in  the  foreseeable 
future  are  of  a  size  not  to  require  more 
,  than  one  fog  signal  to  mark  them.  In 
1  addition,  where  because  of  the  physical 
layout  of  such  a  structure  more  than  one 
fog  gignA.1  is  necessary  to  preclude  shad- 
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ow  zones  In  sound  propagation,  experi¬ 
ence  indicates  that  adequate  marking  of 
the  structure  for  the  benefit  of  marine 
commerce  wifi  be  provided  even  when 
the  signals  are  operated  independently 
of  each  other. 

o— lines  of  demarcation  between  pri¬ 
mary  AND  SECONDARY  AREAS  IN  THE  8TH 
COAST  GUARD  DISTRICT  (NEW  ORLEANS) 

113.  It  is  proposed  to  revise  and  sup¬ 
plement  33  CFR  67.50-25  (b)  regarding 
the  primary  and  secondary  lines  of  de¬ 
marcation  located  in  the  waters  of  the 
Gulf  of  Mexico  within  the  8th  Coast 
Guard  District.  The  proposed  changes 
will  modify  the  present  lines  of  demarca¬ 
tion  to  correct  certain  inequalities  in 
existing  alignment,  having  due  regard 
to  the  depths  of  water  and  traffic  pat¬ 
terns,  as  well  as  the  nature  and  volume 
of  marine  traffic  in  the  coastal  waters 
of  the  Gulf  of  Mexico  from  the  Missis¬ 
sippi  Delta  area  westward  to  the  vicinity 
of  Vermillion  Bay,  Louisiana. 

114.  The  authority  to  prescribe  regu¬ 
lations  generally  is  in  section  92  of  Title 
14,  U.S.  Code.  These  regulations  also 
interpret  or  apply  sections  83,  85  and  633 
of  Title  14,  U.S.  Code,  and  section  4  of 
the  Outer  Continental  Shelf  Lands  Act 
(43  U.S.C.  1333).  The  delegations  of 
authority  to  the  Commandant,  U.S.  Coast 
Guard,  to  prescribe  regulations  are  in 
Treasury  Department  Orders  167-3,  May 
8, 1953,  18  F.R.  2961;  167-15,  January  3,* 
1955,  20  F.R.  840;  167-17,  June  29,  1955, 

20  P.R.  4976;  and  167-23,  July  27,  1956, 

21  PR.  5852. 

Item  XI — Rules  of  the  Road 

A— TOWING  OF  BARGES — INLAND  WATERS 

115.  This  proposal  amends  several  in¬ 
correct  aids-to- navigation  designations 
to  conform  with  list  of  Lights.  Further, 
the  proposal  presents  the  material  in  a 
more  accurate  and  understandable  for¬ 
mat  with  no  change  in  context.  Defini¬ 
tions  of  “close-up”  and  “intermediate” 
towing  have  been  relocated  to  the  sec¬ 
tions  related  to  barge  lights  since  this  is 
the  only  place  these  terms  are  used. 
Presently  the  regulations  use  the  terms 
in  one  section  and  define  them  in  a 
separate  and  relatively  unrelated  second 
section.  The  proposal  thus  clarifies 
both  the  section  on  barge  lights  as  well 
as  the  section  on  hawser  length.  The 


FEDERAL  REGISTER 

117.  It  is  proposed  to  cancel  33  CFR 
84.15,  regarding  hawser  length  excep¬ 
tions,  since  this  material  is  proposed  to 
be  included  in  a  revised  regulation 
designated  33  CFR  84.10  covering  hawser 
lengths  for  all  tows  on  inland  waters. 

118.  It  is  proposed  to  amend  84.20 
regarding  bunching  of  tows,  by  trans- 
f  erring  a  portion  thereof  to  the  proposed 
33  CFR  84.10  and  to  revise  nomenclature 
to  agree  with  the  List  of  Lights. 

119.  It  is  proposed  to  revise  33  CFR 
80.16a,  regarding  lights  for  barges,  canal 
boats,  scows,  and  other  nondescript  ves¬ 
sels  on  certain  inland  waters  on  the  Gulf 
Coast  and  the  Gulf  Intercoastal  Water¬ 
way  to  relate  barge  lights  with  the  haw¬ 
ser  length  between  vessels.  It  is  pro¬ 
posed  to  amend  33  CFR  80.17,  regarding 
lights  for  barges  and  canal  boats  on  the 
Hudson  River  and  adjacent  waters  and 
Lake  Champlain,  to  relate  barge  lights 
with  the  hawser  length  between  vessels. 
These  additions  have  been  transferred 
from  33  CFR  84.10  since  they  relate  to 
barge  lights  rather  than  hawser  lengths. 
Inasmuch  as  the  terms  “close-up”  and 
“intermediate”  only  appear  a  few  times, 
it  is  considered  more  appropriate  to  use 
their  definitions  directly  rather  than 
utilize  a  separate  defining  paragraph. 

120.  The  authority  to  prescribe  “Rules 
of  the  Road — Inland  Waters”  is  in  sec¬ 
tion  2  of  the  Act  of  June  7,  1897,  as 
amended,  and  section  14  of  the  Act  of 
May  28, 1908,  as  amended  (33  U.S.C.  157, 
152).  The  delegations  of  authority  for 
the  Commandant,  U.S.  Coast  Guard,  to 
prescribe  regulations  are  in  Treasury 
Department  Orders  120,  July  31,  1950, 
15  F.R.  6521,  and  167-33,  September  23, 
1958,  23  F.R.  7592. 

D — TOWING  OF  BARGES — WESTERN  RIVERS 

121.  It  is  proposed  to  amend  33  CFR 
95.38,  regarding  hawser  lengths  for  all 
tows,  to  improve  the  clarity  of  presenta¬ 
tion  and  to  transfer  definitions  relating 
to  hawser  lengths  to  33  CFR  95.31  cover¬ 
ing  lights  for  barges  towed  astern. 

122.  It  is  proposed  to  amend  33  CFR 
95.31,  regarding  lights  for  barges  towed 
astern,  to  properly  relate  barge  lights 
with  hawser  lengths.  These  additions 
have  been  transferred  from  33  CFR  95.38 
since  they  relate  to  required  use  of  barge 
lights  rather  than  to  distances  required 
between  barges.  Inasmuch  as  the  terms 
“close-up”  and  “intermediate”  appear 


exception  clause — 33  CFR  84.15(b) — is  only  a  few  times  in  the  Rules  of  the 


relocated  to  come  after  the  section  to 
which  it  relates.  As  presently  arranged 
the  material  is  misleading  in  that  the 
exception  appears  to  apply  to  the  specific 
locations  where  hawser  lengths  must  be 
shortened. 

116.  It  is  proposed  to  amend  33  CFR 
84.10,  regarding  hawser  lengths  for  all 
tows  on  inland  waters,  to  remove  in¬ 
accuracies  and  improve  clarity  of  pres¬ 
entation.  Definitions  of  “close-up”  and 
“Intermediate  towing,”  which  relate  to 
targe  lights  and  not  hawser  lengths,  are 
relocated  to  more  apropriate  regulations 
designated  33  CFR  80.16  and  80.17.  The 
name  Thimble  Light  is  corrected  to 
Thimble  8hoal  Light.  The  Brenton 
Reef  Lightship  has  been  dis-established 
and  replaced  by  Brenton  Reef  Light  in 
approximately  the  same  location. 


Road,  it  is  considered  more  appropriate 
to  use  their  definitions  directly  rather 
than  have  a  separate  paragraph  defining 
these  terms. 

123.  The  authority  to  prescribe  “Rules 
of  the  Road — Western  Rivers”  is  in  R.S. 
4233A,  as  amended,  4233,  as  amended 
(33  US.C.  353,  316) .  The  delegation  of 
authority  to  the  Commandant,  U.S. 
Coast  Guard,  to  prescribe  regulations  is 
in  Treasury  Department  Order  167-33, 
September  23, 1958, 23  FR.  7795. 

Item  XH— Implementing  1960  Safety  of 
Life  atSea  Convention 

124.  The  International  Convention  for 
Safety  of  Life  at  Sea,  1960  (SOLAS), 
was  ratified  by  the  United  States  and 
this  Convention  will  replace  the  Interna¬ 
tional  Convention  for  Safety  of  Life  at 


Sea,  1948.  The  1960  SOLAS  Convention 
enters  into  force,  as  regards  those  coun¬ 
tries  depositing  instruments  of  accept¬ 
ance,  12  months  after  the  date  on  which 
not  less  than  15  acceptances,  including 
7  by  countries  each  with  not  less  than 
1,000,000  tons  of  shipping,  have  been  de¬ 
posited.  Acceptances  deposited  after 
the  date  on  which  the  Convention  enters 
into  force  will  take  effect  3  months  after 
the  date  of  their  deposit. 

125.  The  1960  SOLAS  Convention  was 
drafted  at  the  Fourth  International 
Conference  on  Safety  of  Life  at  Sea  held 
in  London  from  May  17  to  June  17, 1960. 
This  Conference  was  called  primarily  to 
take  advantage  of  the  many  technologi¬ 
cal  advances  which  had  been  made  since 
the  1948  Convention  was  drafted  and 
adopted.  In  addition,  the  “Andrea 
Doria” — “Stockholm”  disaster  in  1956 
pointed  out  the  need  for  re-examination 
of  the  provisions  of  the  1948  Convention. 
The  1960  Conference  was  held  under  the 
auspices  of  the  Intergovernmental  Mari¬ 
time  Consultative  Organization  (IMCO) , 
which  is  an  agency  of  the  United  Na¬ 
tions. 

126.  Copies  of  the  1960  “International 
Convention  for  Safety  of  Life  at  Sea” 
may  be  purchased  from  the  British  In¬ 
formation  Office,  45  Rockefeller  Plaza, 
New  York  20,  New  York,  Sales  No.  IMCO 
1960.1,  S.O.  Code  88-3501,  for  $3.78  per 
copy,  plus  local  sales  tax,  if  applicable. 

127.  The  1960  SOLAS  Convention 
bears  a  strong  resemblance  to  the  1948 
SOLAS  Convention  insofar  as  general 
format  is  concerned.  This  Convention 
sets  forth  the  basic  undertaking  among 
the  contracting  governments,  together 
with  provisions  relating  to  procedural 
matters.  Annexed  to  the  Convention 
and  forming  an  integral  part  thereof 
are  8  chapters  of  technical  regulations 
titled  respectively:  “General  Provi¬ 
sions”;  “Construction”;  “Lifesaving  Ap¬ 
pliances,  etc.”;  “Radiotelegraphy  and 
Radiotelephony” ;  “Safety  of  Naviga¬ 
tion”;  “Carriage  of  Grain”;  “Carriage  of 
Dangerous  Goods”;  and  “Nuclear 
Ships.”  The  following  is  a  brief  de¬ 
scription  of  some  of  the  major  changes 
between  the  1948  SOLAS  Convention 
and  the  1960  SOLAS  Convention : 

Chapter  I — General  provisions.  The 
most  important  change  in  this  chapter 
concerns  the  area  of  application  of  the 
1960  SOLAS  Convention.  The  Great 
Lakes  and  the  St.  Lawrence  River  west  of 
the  lower  exit  of  the  Lachine  Canal  were 
exempted  from  the  provisions  of  the 
1948  SOLAS  Convention.  In  the  1960 
SOLAS  Convention  this  area  of  exemp¬ 
tion  was  extended  to  Anticosti  Island  to 
permit  Great  Lakes  freight  vessels  to 
bring  in  the  Labrador  ore  from  Seven  Is¬ 
lands  and  similar  ports  to  the  Great 
Lakes  ports  without  being  subject  to  the 
Convention.  Therefore,  limited  opera¬ 
tions  in  the  Gulf  of  St.  Lawrence  are 
permitted  by  Great  Lakes  vessels  without 
requiring  compliance  with  the  1960 
SOLAS  Convention. 

Chapter  1J — Construction.  The  pro¬ 
visions  with  respect  to  subdivision  and 
stability  have  been  revised  and  improved 
over  the  1948  standards.  Significant 
machinery  and  electrical  changes  were 
made  for  passenger  vessels,  particularly 
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The  steertog  and  electrical  requiremffl^  Saji 
were  also  extended  to  cover  cargo  ships 
ti^Iudta*  tankers)  of  500  gross  tons  SOI 
and  weT  The  fire  protection  require-  mat 
ments  have  been  increased  so  that  in  of  tl 
effect  they  are  now  closer  to  the  mini-  regi 
mum  standards  required  by  Coast  Guard  <Sh 
regulations.  In  purtteulM, 

tion  of  requirements  wa8„br.?B^en^iOT7>  fro 
Include  cargo  ships  to  a  limited  extent.  • 

The  fire  detecting  ^  wttigulshing  re-  voy 

quirements  were  also  Improved.  _ 

Chapter  III— Lifesaving  appUances.  wit 
etc.  Th'WUtmn^tsforMetertWW^ 
pliances  were  revised  and  Increased.  Tne 
application  was  extended  to  j 

cargo  ships  (including  tankers).  One  ca 
of  the  reasons  given  for  calling  the  I960  s 
Conference  was  to  consider  the  Possible  P^ 
use  of  Inflatable  liferafts  which  were 
prohibited  under  the  1948  SOLAS  Con-  H 
Mention  in  view  of  the  Improvements  to 

in  the  industry  since  1M8.  toflataWe^-  £ 

rafts  will  be  accepted  under  ^he  Con- 
vention.  The  minimum  requirement 
•  for  the  construction  and  use  of  inflatable 

liferafts  were  established.  _ 

Chapter  IV— Radiotelegraph  and  at 
radiotelephone.  The  scope  of  applica- 
tion  was  extended  to  a  new  catogo^of  « 
ships,  namely,  those  from  300  gross  ^ 

tons  which  are  on  international  voyages. 
Pour  years  after  the  1960  SOLAS  Con- 
vention  comes  into  force,  the  automatic  ► 
alarms  on  all  ships  will  be  required  to  be  P 
of  a  new  and  Improved  type. 

Chapter  V— Safety  of  nmnigatien.h 
new  concept  was  introduced  regarding  P 
the  North  Atlantic  routes  used  by  pas- 
senger  and  cargo  vessels.  This  emP  ' 
sizes  the  importance  of  the  converging 

areas  on  both  sides  of  the  Atlantic  and 
the  necessity  to  ensure  adherence  to 
such  routes  by  all  ships  when  in  such 

converging  areas. _ 

Chapter  VI— Carriage  of  grain.  Sta¬ 
bility  has  been  recognized  as  one  ol  tne 
main  factors  In  the  carriage  of  butt 
grain.  Provisions  are  made  tor  veswis 
which  are  specifically  designed  for  the  j 

carriage  of  bulk  grain.  _ 

Chapter  VII— Carriage  of  dangerous 
goods.  There  was  no  significant  change 
to  this  subject,  except  that  it  was  re¬ 
written  to  provide  more  clarity  and  to 
correspond  to  recognized  safety  prac¬ 
tices  for  the  transportation  of  dangerous 

8°Chat*eF*VIII— Nuclear  Ships.  This 
Is  a  new  subject,  and  the  1948  SOLAS 
Convention  was  silent  concerning  spe¬ 
cial  safety  practices  for  nuclear  powered 
ships.  The  1960  SOLAS  Convention  in¬ 
cludes  suitable  provisions  for  accepting 
foreign  nuclear  powered  ships  into  one  s 
ports  or  denying  it  entrance.  The  scope 
of  application  includes  all  nuclear  ships, 
except  ships  of  war.  These  nuelear 
ships  are  now  recognized  as  a  separate 
class.  The  Convention  provides  a  pro¬ 
cedure  whereby  a  nation  may  evaluate 
the  safety  of  a  foreign  nuclear  ship  be¬ 
fore  permitting  it  to  enter  its  ports.  In 
addition,  authorization  for  a  government 
to  take  such  steps  as  necessary  to  ensure 

that  the  presence  of  the  ship  d^s  not 

create  an  unreasonable  radiation  hazard. 
These  new  provisions  for  nuclear  ships 


art  in  general  agreement  with  Unitol  in 
States  procedures  governing  the  NA  e»pe 
R»UnniiLh  -  °*  11 

128.  In  order  to  give  effect  to  toe  I960  whe 
SOLAS  Convention  with  respect  to  those  siml 
matters  coming  within  the  jurisdiction  hav 
of  the  Coast  Guard,  the  vesselinspection  heig 
regulations  in  Chapter  I  of  46  toru 

(Shipping),  Code  of  Pfederal  ^gutttioM  F 

will  be  revised.  It  is  proposed  that  the  of 
passenger,  tank,  cargo  and  miscellaneous  can 
US  flag  vessels  Intended  for  use  on  req 
voyagessubject  to  the  1960  SOLAS  Con-  Th< 
ventfon  will  be  In  general  conformity  qm 
with  Convention  requirements  at  the  in 
time  required  inspections  are  made  by  «e 
the  Coast  Guard.  Some  of  the  neces-  set 
sary  changes  to  the  marine  and  electrl-  the 
cal  engineering  regulations  and  the  grain  the 
regulations  have  been  a^^  aceeffia-  ves 
plished,  as  they  were  considered  at  the  im 
1961Merchant  Marine  Cornell  Public  me 
Hearing,  and  could  be  made  effective  at  ba 
Siat  time.  Certain  proposals  regarding  ta 
equipment  specifications  are  still  being  or 
riAvplnDed  and  will  be  considered  at  a  SC 

.  SSfSi^e  proposals  in  this  item  hi 

!  will  revise  the  “Rules  and  Regulations  ca 
for  Passenger  Vessels”  (CG-256),  Rules  pe 
r  and  Regulations  for  Cargo  and  Miscel-  m 
!  (CO-257).  Dd  « 

t  »nd  Regulations  tor  Tlff  Veatela  (CO-  ^ 
s  123).  which  are  piAUshed  In  «  *-FR  U 
8  Parts  TO  to  18  (Subchapter  H) ,  Parts  90  b, 
L  te  M  Chapter  1).  and  ParU  38  Jo«  k 
C  (Subchapter  D).  The  more  taiportant.  q 
l  proposals,  without  references  to  specific  to 

*  ^A°Ctener*l  provisions.  The  proposals  p 

g  provide  authority  for  the  Commandant  s  e 

t  exemption  to  be  given  to  certain  DA  p 
flag  vessels  on  International  waters  so  s 
g  that  compliance  with  I960  SOLAS  Con^  c 
Jf  vention  requirements  will  not  be  required  t 
.  whpn  it  ta  desired  to  move  vessels  not  < 
,h  normally  engaged  on  international  voy-  < 
h  ages.  The  definitions  of  “international  ] 
vovaae”  are  revised  so  that  they  will  be  i 
Jr  in^a^reement  with  the  definition  la  the  : 
iv  1960  SOLAS  Convention. 

>ls  B.  Inspection  and  cc^Jc*{^lJrJS" 
rt  posals  are  added  to  provide  for  inspec- 
h  Smand  certification  of  nuclear  powered 
ships.  The  proposals  also  describe  eon- 
lge  vention  certificates  p< 

S!  tog  requirements  on  board  ships.^  For 
?  fank  vessels  proposed  changes  also  re- 

*  vl m  descriptions  of  the  initial  and  sub- 

sequent  inspection  requirements.  _ 

C.  Construction  and  arrangement. 
For  passenger  vessels  the  proposals  are 
Jg  wetemive  and  revise  requirements  to 
^PS  agree  with  I960  SOLAS  Convention. 
However,  the  major  charce  involves  toe 
flre  bulkhead  test  procedure,  which  was 
ing  modified  to  include  heat  testing  at  £»fl 
g|  joints,  which  increases  present  Coast 
nne  Guard  requirements. 

D.  Watertight  subdivision.  f»  (*J; 
££  tenser  vessels  the  propossU  conteta 
rate  many  detailed  changes  of  a  technical 
nsM  to  order  that  the  regulations  will 
arte  agree  with  1260  SOLAS  Convention, 
be-  E  Stability.  Many  detailed  changes 

»  wsst  z 

sure  SreSTtohrte  regulations  agree  with 
nnt  the  1960  SOLAS  Convention.  The  pro- 
A?  SLls  wfll  rtso  authorize  the  Corn- 
ships  mandant  to  allow  the  stability  test  of  an 


individual  vessel  or  class  ©f  vessels,  I 
especially  when  designed  for  the  carnage 
of  liquid  or  ore  in  bulk,  to  be  omitted 
when  reference  to  existing  data  for 
cimn*r  vessels  indicates  such  vessels 
have  more  than  sufficient  metacentric 
height  available  under  normal  loading 

Conditions.  .  . 

F  Lifesaving  devices,  etc.  A  number 
of  changes  are  proposed  for  passenger, 
cargo  and  t*nk  vessels  to  reflect  changes 
required  by  the  1960  SOLAS  Convention. 

The  Convention  established  minimum  re- 
auirements  for  certain  vessels  engaged 
in  specific  occupations,  such  as  whaling, 
etc  fts  there  furc  few  of  such  ves- 
sels  performing  such  work  registered  in 
the  United  States,  it  is  proposed  to  au¬ 
thorize  the  Commandant  to  give  such 
vessels  special  consideration  in  prescrib¬ 
ing  the  lifesaving  equipment  require¬ 
ments  therefor  on  an  individual  vessel  I 
basis  rather  to  add  voluminous  de¬ 
tails  to  the  regulations  which  may  seldom 
or  never  need  to  be  used.  The  1960 
SOLAS  Convention  limits  the  size  for 
l  hand-propelled  lifeboats  to  100-person 
,  capacity,  and  all  lifeboats  for  over  100- 
s  person  capacity  will  be  required  to  be 

-  motor  lifeboats.  The  requirements  for 
s  the  rigid  type  liferafts  have  been  modified 

-  bv  the  I960  SOLAS  Convention  so  that 
l  the  400-pound  rigid  type  liferaft  allowed 
0  by  the  1948  SOLAS  Convention  will  no 
0  longer  be  permitted  as  part  of  the  re¬ 
ft  .  quired  equipment.  The  proposed  regula- 
c  tions  will  clarify  requirements  and  show 

that  the  Coast  Guard  has  no  objection  to 
Is  permitting  the  carriage  of 
*8  equipment  on  an  equivalent  basis.  The 
3.  proposed  regulations  also  permit  the  sub- 
»  stitute  of  inflatable  liferafts  carried  un- 
l-  der  approved  launching  devices  for  cer- 
!d  tain  lifeboats,  but  existing  vessels  which 

ot  carry  inflatable  liferafts  cannot  u^  such 

r-  equipment  to  increase  the  number  of 
rt  S^Sgere  presently  *** 

be  requirements  are  proposed  fWJfdmg ^ 
un  nn  mMaifl  pnpftg^Tiff  1&  short  inter¬ 

national  voyages.  While  the  I960  SOLAS 
o-  not  require  the  25  per- 

c-  cent  buoyant  apparatus  Presently 
ed  quired  by  tot  regulations,  it  is  Pf°P^ 

nr  tocontinue  this  requirementf  OTbuoy  ant 

st-  apparatus,  even  though  the  1960  S+OL£3 
for  convention  substituted  10  Percent  M 
re-  rafts  for  buoyant  apparatus.  Other  pro 
Z.  dcal  with  such  things  as  life¬ 

raft  stowage,  additional  lifeboat  equip* 
mt.  S«it,  permitting  the  use  of  desalting -  W» 
are  under  certain  circumstances.  Prohibition 
to  against  the  nesting  of  lifeboats  on  new 

on.  55S Sctotop  liferaft 
the  Tni4r>imnm  winch  capacity,  whisties  ^^ 
was  life  preservers,  additional  life  Preservers 
all  reqvtired,  smoke  signals  for  »ttatomaat 
>ast  to  ring  buoys,  and  illumination  req 

I 

S3 

wU1  • 

ages  son  ta  known  why  the  1960  SOLA 

for  vention  permits  j^^l^^^hibition 
j  in  one  type  of  vessel  only.  Thta _  prom  ^ 
witti  Is  proposed  because  the  Coast  Gu 
So-  wrioiw  reservations  regarding  toe 
;0m-  quacy  of  inflatable  life  Pre^rv 
,f  an  emergency  conditions  and  it  is 
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problems  of  shipboard  inspection  and 
maintenance  of  inflatable  life  preservers 
have  not  been  satisfactorily  resolved. 

O.  Fire  protection  equipment.  Pew 
changes  are  proposed  with  respect  to  fire 
protection  requirements.  The  principal 
proposals  will  require  the  carriage  of  an 
international  firemain  shore  connection, 
and  that  the  firemain  piping  size  shall 
be  capable  to  handle  the  output  from  two 
fire  pumps.  The  water  spray  system  re¬ 
quirements  were  revised  by  the  1960 
SOLAS  Convention  and  placed  certain 
operating  conditions  on  such  installa¬ 
tions.  It  is  proposed  to  delete  present 
requirements  regarding  water  spray  ex¬ 
tinguishing  systems  because  such  sys¬ 
tems  have  not  found  favor  with  the  in¬ 
dustry  and  the  revised  conditions  make 
future  installations  even  less  likely. 
However,  authorization  is  provided  in 
the  proposed  regulations  so  that  if  such 
an  installation  is  desired  for  a  specific 
vessel,  it  may  be  permitted.  For  cargo 
vessels  it  is  proposed  to  also  require  smoke 
detecting  devices  when  transporting  ex¬ 
plosives. 

H.  Vessel  control  and  miscellaneous 
systems.  The  1960  SOLAS  Convention 
no  longer  requires  a  flame  safety  lamp, 
and  substituted  a  flashlight.  Require¬ 
ments  for  a  flame  safety  lamp  will  be 
continued  since  it  has  very  practical 
usages  on  board  vessels.  New  proposals 
regarding  fireman's  outfits  are  added  to 
be  in  compliance  with  the  1960  SOLAS 
Convention. 

L  Operations.  Proposals  regarding 
lifesaving  signals  have  been  added  and 
will  be  applicable  to  all  vessels,  regard¬ 
less  whether  or  not  they  are  on  voyages 
subject  to  the  1960  SOLAS  Convention 
except  those  vessels  on  strictly  inland 
waters  and  Great  Lakes  vessels  under  150 
gross  tons.  With  respect  to  markings  on 
lifesaving  equipment,  it  will  be  neces¬ 
sary  to  have  placed  on  lifeboats,  liferafts, 
buoyant  apparatus  and  ring  buoys,  the 
vessel's  name  and  port  of  registry,  in 
addition,  on  lifeboats  the  name  of  the 
vessel  and  the  port  of  registry  shall  be 
marked  on  both  bows. 

A — PASSENGER  VESSELS 

129.  It  is  proposed  to  aniend  46  CFR 
Parts  70  to  78,  inclusive,  in  Subchapter 
H,  Rules  and  Regulations  for  Passenger 
Vessels,  in  order  to  incorporate  the  re¬ 
quirements  contained  in  the  Interna¬ 
tional  Convention  for  the  Safety  of  Life 
at  Sea,  1960.  Reference  to  some  specific 
regulations  of  the  1960  SOLAS  Conven¬ 
tion  will  be  found  opposite  the  proposed 
amendments  in  the  Agenda  (CG-249) . 
In  some  instances,  the  requirements  have 
been  extended  to  services  other  than 
international  voyages  for  the  purpose  of 
taking  advantage  of  improved  materials, 
equipment,  methods,  procedures,  or  ar¬ 
rangements.  'v 

130.  In  46  CFR  Part  70,  regarding  gen¬ 
eral  provisions  for  passenger  vessels,  it  is 
proposed  to  amend  46  CFR  70.05-1, 
70.05-3,  70.05-10,  70.10-21,  70.15-1  and 

70.20- 5  and  to  add  46  CFR  70.10-30  de¬ 
fining  nuclear  vessels. 

131.  In  46  CFR  Part  71,  regarding  in¬ 
spection  and  certification  of  passenger 
vessels,  it  is  proposed  to  amend  46  CFR 

71.20- 15,  71.25-10,  71.70-1  and  to  add  46 


CFR  71.75-5,  71.75-10  and  71.75-15  de¬ 
scribing  1960  SOLAS  Convention  certifi¬ 
cates. 

.  132.  In  46  CFR  Part  72,  regarding  con¬ 
struction  and  arrangement  of  passenger 
vessels,  it  is  proposed  to  amend  46  CFR 
72.06-1,  72.05-10  and  72.05-90. 

133.  In  46  CFR  Part  73,  regarding 
watertight  subdivisions  of  passenger  ves¬ 
sels,  it  is  proposed  to  amend  46  CFR 
73.01-1, 73.05-10,  73.10-35,  73.25-5,  73.25- 
10,  73.30-25,'  73.35-10,  73.35-15,  and 
73.90-1  and  to  add  46  CFR  73.10-23  de¬ 
scribing  special  subdivision  requirements 
for  vessels  430  feet  or  longer  in  length. 

134.  In  46  CFR  Part  74,  regarding  sta¬ 
bility  of  passenger  vessels,  it  is  proposed 
to  amend  46  CFR  74.01-1  and  74.10-15 
and  to  add  a  new  Subpart  74.90  contain¬ 
ing  5  74.90-1  for  existing  vessels. 

135.  In  46  CFR  Part  75,  regarding  life¬ 
saving  equipment  on  passenger  vessels, 
it  is  proposed  to  amend  46  CFR  75.10-1, 

75.10- 5,  75.10-10,  75.10-15,  75.10-20, 

75.10- 25,  75.10-90,  75.15-1,  75.15-10, 

75.15-90,  75.20-1,  75.20-10,  75.20-15, 

75.20-90, 75.25-1,  75.25-5,  75.25-10,  75.25- 
90,  75.30-1,  75.30-10,  75.30-15,  75.30-90, 

75.33- 1,  75.33-5,  75.33-10,  75.33-15, 

75.33- 90,  75.35-5,  75.40-1,  75.40-5,  75.40- 
10,  75.40-90,  75.43-1,  75.43-5,  75.43-10, 
75.43-90,  75.50-1,  75.50-5,  75.50-90,  and 
75.55-1  and  to  add  a  new  Subpart  75.27 
containing  S3  75.27-1  and  75.27-5  cover¬ 
ing  inflatable  liferaft  launching  devices,  a 
new  Subpart  75.37  containing  Si  75.37-1 
and  75.37-5  covering  installation  of  in¬ 
flatable  liferaft  launching  devices,  and  a 
new  f  75.50-15  covering  illumination  for 
inflatable  liferaft  launching  operations. 

136.  In  46  CFR  Part  76,  regarding  fire 
protection  equipment  for  passenger  ves- 
sels,  it  is  proposed  to  amend  46  CFR 
76.05-1,  76.05-30,  76.10-1,  76.10-5,  76.10- 
10,  76.10-15,  76.10-90  and  76.15-5  and  to 
cancel  46  CFR  76.20-1  to  76.20-90,  inclu¬ 
sive,  regarding  water  spray  extinguishing 
systems,  and  S  76.50-10  (e)  regarding 
locations  for  portable  fire  extinguishers. 

137.  In  46  CFR  Part  77,  regarding  ves¬ 
sel  .control  and  miscellaneous  systems 
and  equipment  for  passenger  vessels,  it 
is  proposed  to  amend  46  CFR  77.30-1  and 
77.30-10,  and  to  add  a  new  Subpart  77.35, 
consisting  of  §§  77.35-1  to  77.35-90,  in¬ 
clusive,  regarding  a  “fireman’s  outfit.” 

138.  In  46  CFR  Part  78,  regarding 
operations  of  passenger  vessels,  it  is  pro¬ 
posed  to  amend  46  CFR  78.13-10,  78.17- 
50,  78.47-60,  78,47-63,  78.47-65  and  to 
add  a  new  Subpart  78.54,  consisting  of 
§§  78.54-1  and  78.54-5,  regarding  “life- 
saving  signals.” 

139.  The  authority  to  prescribe  regu¬ 
lations  regarding  inspection  of  vessels  is 
in  R.S.  4405,  as  amended  and  4462,  as 
amended  (46  U.8.C.  375, 416)  and  section 
632  of  Title  14,  U.S.  Code;  as  applicable, 
portions  of  the  regulations  will  also  in¬ 
terpret  or  apply  specific  statutory  pro¬ 
visions  as  set  forth  in  46  CFR  70.01-10. 

B — CARGO  AND  MISCELLANEOUS  VESSELS 

140.  It  is  proposed  to  amend  46  CFR 
Parts  90  to  97,  inclusive,  in  Subchapter 
I,  Rules  and  Regulations  for  Cargo  and 
Miscellaneous  Vessels,  in  order  to  in¬ 
corporate  the  requirements  contained 
in  the  International  Convention  for  the 
Safety  of  Life  at  Sea,  1960. .  Reference 


to  some  specific  regulations  of  the  1960 
SOLAS  Convention  will  be  found  op¬ 
posite  the  amendments  in  the  Agenda 
(CG-249).  In  some  instances  the  re¬ 
quirements  have  been  extended  to  serv¬ 
ices  other  than  international  voyages 
for  the  purpose  of  taking  advantage  of 
improved  materials,  equipment,  methods, 
procedures,  or  arrangements. 

141.  In  46  CFR  Part  90,  regarding 
general  provisions  for  cargo  and  mis¬ 
cellaneous  vessels,  it  is  proposed  tc  amend 
46  CFR  90.05-1,  90.05-10,  90.10-17,  90.15- 
1,  90.20-5  and  to  add  46  CFR  90.10-30 
defining  a  nuclear  vesel. 

142.  In  46  CFR  Part  91,  regarding  in¬ 
spection  and  certification  of  cargo  and 
miscellaneous  vessels,  it  is  proposed  to 
amend  46  CFR  91.01-10,  91.20-15,  91.25- 
10,  91.60-1  and  to  add  46  CFR  91.60-5 
describing  conditions  applicable  to  nu¬ 
clear  vessels  on  international  voyages. 

143.  In  46  CFR  Part  93,  regarding  sta¬ 
bility  of  cargo  and  miscellaneous  ves¬ 
sels,  it  is  proposed  to  amend  46  CFR 
93.05-1  and  93.15-5. 

144.  In  46  CFR  Part  94.  regarding  life¬ 
saving  equipment  for  cargo  and  miscel¬ 
laneous  vessels,  it  is  proposed  to  amend 
46  CFR  94.10-1,  94.10-5,  94.10-10,  94.10- 
30,  94.10-40,  94.10-55,  94.10-90,  94.15-1, 

94.15- 10,  94.15-90,  94.20-1.  94.20-10,  94.- 
20-15,  94.20-90,  94.25-1,  94.25-10,  94.25- 
90,  94.33-1,  94.33-5,  94.33-90,  94.35-5, 
94.40-1.  94.40-5,  94.40-10,  94.40-90,  94.43- 
1,  94.43-5,  94.43-10,  94.43-90,  94.50-1, 
94.50-5,  9450-90  and  94.55-1  and  to  add 
46  CFR  94.50-15  regarding  illumination 
for  liferaft  stowage  areas. 

145.  In  46  CFR  Part  95,  regarding  fire 
protection  equipment  for  cargo  and  mis¬ 
cellaneous  vessels,  it  is  proposed  to 
amend  46  CFR  95.05-1,  95.05-20,  95.10-1, 

95.10-5,  95JL0-10,  95.10-15,  95.10-90  and 

95.15- 5  and  to  delete  46  CFR  95.20-1  to 

95.20-90  regarding  water  spray  extin¬ 
guishing  systems  and  S  95.50-10  (e)  re¬ 
garding  location  of  portable  extin¬ 
guishers. 

146.  In  46  CFR  Part  96,  regarding  ves¬ 
sel  control  and  miscellaneous  systems 
and  equipment  for  cargo  and  miscel¬ 
laneous  vessels,  it  is  proposed  to  amend 
46  CFR  Subpart  96.30,  consisting  of 
SS  96.30-1  to  96.30-90,  inclusive,  regard¬ 
ing  protection  from  refrigerants,  and  to 
add  46  CFR  Subpart  96.35,  consisting  of 
fiS  96.35-1  to  96.35-90,  inclusive,  regard¬ 
ing  a  “fireman's  outfit.” 

147.  In  46  CFR  Part  97,  regarding  op¬ 
erations  of  cargo  and  miscellaneous  ves- 
sels,  it  is  proposed  to  amend  46  CFR 
97.13-15,  97.15-35,  T7.37-37,  97.37-40  and 
97.37-43  and  to  add  46  CFR  Subpart 
97.44,  consisting  of  85  97.44-1  and  97.44- 
5,  regarding  “lifesaving  signals.” 

148.  The  authority  to  prescribe  regu¬ 
lations  regarding  inspection  of  vessels  is 
in  R.S.  4405,  as  amended  and  4462,  as 
amended  (46  U.S.C.  375,  416),  and  sec¬ 
tion  632  of  Title  14,  U.S.  Code.  As  ap¬ 
plicable,  portions  of  the  regulations  will 
interpret  or  apply  specific  statutory  pro¬ 
visions  as  set  forth  in  46  CFR  90.01-10. 

C — TANK  VESSELS 

149.  It  is  proposed  to  amend  46  CFR 
Parts  30  to  35,  inclusive,  in  Subchapter 
D,  Rules  and  Regulations  for  Tank  Ves¬ 
sels,  in  order  to  Incorporate  the  require- 


PROPOSED  RULE  MAKING 


ments  contained  in  the  International 
Convention  for  the  Safety  of  Life  at 
Sea,  1960.  Reference  to  some  specific 
regulations  of  the  1960  SOLAS  Conven¬ 
tion  will  be  found  opposite  the  amend¬ 
ments  in  the  Agenda  (CG-249) .  In  some 
instances,  the  requirements  have  been 
extended  to  services  other  than  interna¬ 
tional  voyages  for  the  purpose  of  taking 
advantage  of  improved  materials,  equip¬ 
ment,  methods,  procedures,  or  arrange¬ 
ments. 

150.  In  46  CFR  Part  30,  regarding 
general  provisions  for  tank  vessels,  it  is 
proposed  to  amend  46  CFR  30.01-5, 

30.10- 36,  30.15-1  and  to  add  46  CFR 

30.01-6  describing  application  of  regu¬ 
lations  to  tank  ships  on  international 
voyages,  and  f  30.10-44,  defining  a  nu¬ 
clear  vessel.  _ 

151.  In  46  CFR  Part  31,  regarding  in¬ 

spection  and  certification  of  tank  ves- 
sels,  it  is  proposed  to  amend  46  CFR 
31.01-1,  31.05-10,  31.10-15,  31.10-30, 

31.30-1  and  31.40-1  and  to  add  46  CFR 
31.01-5  regarding  scope  of  initial  inspec¬ 
tion,  and  S  31.40-5  applying  regulations 
to  nuclear  vessels  on  international 
voyages. 

152.  In  46  CFR  Part  33,  regarding  life¬ 
saving  appliances  for  tank  vessels,  it  is 
proposed  to  amend  46  CFR  33.01-30, 
33.05-1,  33.00-2,  33.05-25,  33.07-5,  33.07- 
15,  33.07-20,  33.07-25,  33.10-1,  33.10-5, 

33.10- 10, 33.15-1, 33.15-5, 33.15-10, 33.15- 
25,  33.15-90,  33.20-1,  33.25-5,  33.35-1, 
33.35-15,  33.40-1  and  33.40-5;  to  cancel 
46  CFR  33.05-10  and  33.05-11;  and  to  add 
46  CFR  33.05-3  regarding  lifeboats  and 
liferafts  on  tank  ships. 

153.  In  46  CFR  Part  34,  regarding  fire¬ 
fighting  equipment  for  tank  vessels,  it  is 
proposed  to  amend  46  CFR  34.10-1, 

34.10- 5,  34.10-15,  34:10-90  and  34.15-5 
and  to  delete  46  CFR  34.50-10(f )  regard¬ 
ing  location  of  portable  extinguishers. 

154.  In  46  CFR  Part  35,  Operations  of 
tank  vessels,  it  is  proposed  to  amend 
35.01-20,  35.10-5,  35.30-20  and  35.40-40 
and  to  add  46  CFR  35.10-15  regarding 
radio  apparatus  for  lifeboats,  and  a  new 
Subpart  35.12,  consisting  of  SS  35.12-1 
and  35.12-5,  regarding  “lifesaving  sig¬ 
nals.” 

155.  The  authority  to  prescribe  regu¬ 
lations  regarding  tank  vessels  is  in  R.S. 
4405,  as  amended,  4417a,  as  amended, 
4462,  as  amended  (46  U.S.C.  375,  391a, 
416).  These  regulations  also  interpret 
or  apply  section  3  of  the  Act  of  August  9, 
1954  (50  U.S.C.  198) .  The  delegations  of 
authority  to  the  Commandant,  U.S.  Coast 
Guard,  to  prescribe  regulations  are  in 
Treasury  Department  Orders  120,  July 
31,  1950,  15  F.R.  6521;  and  167-14,  No¬ 
vember  26, 1954, 19  F.R.  8026. 

Item  XIII — Combustible  Gas  Detectors 
On  Tank  Vessels 

156.  The  Secretary  of  Treasury’s 
Tanker  Hazards  Committee  has  recom¬ 
mended  that  combustible  gas  detectors 
be  carried  on  all  tank  ships  to  provide  a 
means  of  determining  the  existence  of 
explosive  concentrations  of  gases  and 
vapors  in  spaces,  such  as  pumprooms, 
voids,  empty  cargo  tanks,  etc.  At  pres¬ 
ent,  there  is  no  requirement  for  such  an 
instrument  and,  in  its  absence,  explosive 
conditions  must  be  determined  intui¬ 


tively  by  the  senior  officer  present  except 
when  the  services  of  a  certificated  Ma¬ 
rine  Chemist  are  available  in  port  and  in 
repair  yards.  This  proposal  will  stand¬ 
ardize  a  current  common  practice  of 
carrying  a  portable  instrument  for  meas¬ 
uring  actual  vapor  and  gas  concentra¬ 
tions  in  terms  of  their  lower  explosive 
limit. 

157.  To  provide  a  means  of  determin¬ 
ing  the  existence  of  explosive  conditions 
on  board  a  tank  ship  by  the  ship’s  offi¬ 
cers,  under  circumstances  when  a  cer¬ 
tificated  Marine  Chemist  is  not  required, 
it  is  proposed  to  add  a  new  regulation 
designated  46  CFR  35.30-15  to  require 
combustible  gas  or  vapor  detectors  shall 
be  carried.  This  proposal  states  that  all 
manned  tank  barges  and  all  tank  ships 
shall  have  on  board  appropriate  detec¬ 
tors  suitable  for  the  cargoes  carried.  A 
detector  bearing  the  label  of  Under¬ 
writers’  Laboratories,  Inc.,  Factory  Mu¬ 
tual  Engineering  Division,  or  other 
organizations  acceptable  to  the  Com¬ 
mandant  will  be  considered  as  meeting 
the  minimum  requirements. 

158.  The  authority  to  prescribe  regu¬ 
lations  governing  tank  vessels  is  in  R.S. 
4405,  as  amended,  4417a,  as  amended, 
and  4462,  as  amended  (46  UJS.C.  375, 
391a,  416).  These  regulations  also  in¬ 
terpret  or  apply  section  3  of  the  Act  of 
August  9, 1954  (50  U.S.C.  198)  and  Exec¬ 
utive  Order  10402  (17  FR.  9917,  3  CFR 
1952  Supp.) .  The  delegations  of  author¬ 
ity  for  the  Commandant,  UJ3.  Coast 
Guard,  to  prescribe  regulations  are  in 
Treasury  Department  Orders  120,  July 
31,  1950,  15  FR.  6521;  and  167-14,  No¬ 
vember  26, 1954, 19  FR.  8026.  . 

Item  XIV — Renewal  of  Operators’  and 

Ocean  Operators’  Licenses — Exercise 

on  Rules  of  the  Road 

159.  It  is  proposed  to  require  all  Op¬ 
erators  and  Ocean  Operators  of  small 
passenger  vessels  to  demonstrate  their 
knowledge  of  the  applicable  “Rules  of 
the  Road”  prior  to  renewing  their 
licenses.  These  proposed  changes  are 
necessary  to  insure  continued  review  and 
acquaintance  with  the  Rules  of  the  Road 
for  the  waters  for  which  they  are  li¬ 
censed  by  applicants  who  renew  their 
Operators’  and  Ocean  Operators’  li¬ 
censes.  It  is  felt  that,  due  to  the  rapid 
increase  in  boating,  the  best  interests 
of  safety  dictate  continued  knowledge 
and  demonstration  of  Rules  of  the  Road 
by  Operators  and  Ocean  Operators  re¬ 
newing  their  licenses. 

160.  This  demonstration  is  an  exer¬ 
cise  to  assist  the  licensee  to  be  com¬ 
pletely  informed  regarding  the  Rules  of 
the  Road  and  is  not  an  examination  in 
the  usual  sense  of  the  word.  The  rules 
are  formulated  so  that  there  is  no  hard¬ 
ship  or  discrimination  imposed  on  any¬ 
one.  The  Operator  or  Ocean  Operator 
who  is  actively  engaged  in  his  profes¬ 
sion  may  renew  his  license  in  the  same 
manner  as  in  the  past,  except  that  such 
Operator  or  Ocean  Operator  must  sub¬ 
mit  an  affidavit  that  he  has  read  within 
the  three  months  next  preceding  the 
date  of  the  application  for  renewal,  the 
Rules  of  the  Road  applicable  to  the 
waters  for  which  he  is  licensed  and 
demonstrate  his  knowledge  of  such  Rules 


of  the  Road.  The  answering  of  ques¬ 
tions  is  an  exercise  designed  to  demon¬ 
strate  the  applicant’s  knowledge  of  the 
application  of  the  particular  Rules  of 
the  Road  to  the  area  of  operations  for 
which  he  is  licensed.  In  the  exercise 
the  specific  references  to  applicable 
Rules  of  the  Road  which  apply  are  shown 
by  each  question.  During  the  exercise 
the  Operator  or  Ocean  Operator  may 
refer  to  the  pamphlets  containing  Rules 
of  the  Road  in  answering  the  questions. 
This  procedure  is  educational  in  princi¬ 
ple  and  is  designed  to  encourage  all 
Operators  and  Ocean  Operators  to  re¬ 
main  thoroughly  familiar  with  the  Rules 
of  the  Road  applicable  to  the  waters  for 
which  they  are  licensed. 

161.  To  describe  the  proposals  clearly 
in  the  requirements  governing  the  re¬ 
newal  of  licenses  as  Operators  and 
Ocean  Operators,  it  is  proposed  to  add 
to  46  CFR  187.15-1,  as  paragraphs  (c) 
and  (d),  the  revised  requirements. 
These  proposals  are  based  in  part  on 
46  CFR  187.15-5  (a)  (5),  regarding  the 
application  for  renewal,  which  will  be 
deleted. 

162.  The  authority  to  prescribe  regu¬ 
lations  regarding  requirements  for  re¬ 
newal  of  licenses  as  Operators  and 
Ocean  Operators  is  in  section  3  of  the 
Act  of  May  10,  1956  (46  U.S.C.  390b). 
The  delegation  of  authority  for  the  Com¬ 
mandant,  U.S.  Coast  Guard,  to  prescribe 
regulations  is  in  Treasury  Department 
Order  167-20,  June  18,  1956,  21  F.R. 
4894. 

Dated;  January  27, 1964. 

[seal]  E.  J.  Roland, 

Admiral,  U.S.  Coast  Guard, 
Commandant. 

[FJR.  Doc.  64-048;  Filed,  Jan.  29,  1964; 

8:49  ajn.] 
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[Airspace  Docket  No.  63-SW-81] 

CONTROL  ZONE  AND  TRANSITION 
AREA 

Notice  of  Proposed  Alteration 

Notice  is  hereby  given  that  the  Fed¬ 
eral  Aviation  Agency  (FAA)  is  consid¬ 
ering^  amendments  to  Part  71  [New]  of 
the  Federal  Aviation  Regulations,  the 
substance  of  which  is  stated  below. 

The  following  controlled  airspace  is 
designated  within  the  Farmington,  N. 
Mex.,  terminal  area: 
v  1.  The  Farmington  control  zone  is  des¬ 
ignated  within  a  5-mile  radius  of  Farm¬ 
ington  Municipal  Airport  and  within  2 
miles  either  side  of  the  Farmington 
VORTAC  266°  True  radial,  extending 
from  the  5-mile  radius  zone  to  the  VOR¬ 
TAC. 

2.  The  Farmington  transition  area  is 
designated  as  that  airspace  extending 
upward  from  1,200  feet  above  the  sur¬ 
face  within  10  miles  south  and  7  miles 
north  of  the  Farmington  VORTAC  094 
and  274*  True  radials  extending  from 
20  miles  east  to  9  miles  west  of  the  VOR- 
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TAC,  excluding  the  airspace  within  Fed¬ 
eral  airways. 

The  FAA,  having  completed  a  compre¬ 
hensive  review  of  the  terminal  airspace 
structure  requirements  in  the  Farming- 
ton  area,  including  studies  attendant  to 
the  implementation  of  the  provisions  of 
CAR  Amendments  60-21/60-29,  has  un¬ 
der  consideration  the  following  airspace 
actions: 

1,  Alter  the  Farmington  control  zone 
by  redesignating  it  as  that  airspace  with¬ 
in  a  5-mile  radius  of  Farmington  Mu¬ 
nicipal  Airport  (latitude  36°44'35"  N., 
longitude  108*  13 '46"  W.>,  and  within 
2  miles  each  side  of  the  Farmington 
VORTAC  268*  True  radial,  extending 
from  the  5-mile  radius  zone  to  the  VOR¬ 
TAC. 

2.  Alter  the  Farmington  transition  area 
by  redesignating  it  as  that  airspace  ex¬ 
tending  upward  from  700  feet  above  the 
surface  within  an  11-mile  radius  of 
Farmington  Municipal  Airport  (latitude 
36e44'35"  N..  longitude  108°13'46"  W.)f 
and  that  airspace  within  2  miles  each 
side  of  the  Farmington  VORTAC  094” 
True  radial,  extending  from  the  11-mile 
radius  area  to  8  miles  east  of  the  VOR¬ 
TAC;  and  that  airspace  extending  up¬ 
ward  from  1,200  feet  above  the  surface 
within  5  miles  north  and  8  miles  south 
of  the  Farmington  VORTAC  094*  True 
radial,  extending  from  the  11-mile  radi¬ 
us  area  to  13  miles  east  of  the  VORTAC, 
and  that  airspace  within  5  miles  each 
side  of  the  Farmington  VORTAC  257* 
True  radial,  extending  from  the  11-mile 
radius  area  to  17  miles  west  of  the  VOR¬ 
TAC. 

The  floors  of  the  airways  that  traverse 
the  transition  area  proposed  herein 
would  automatically  coincide  with  the 
floors  of  the  transition  area. 

The  actions  taken  herein  would,  in 
part,  realign  the  Farmington  control 
zone  east  extension  to  coincide  with  the 
final  approach  course  specified  by  the 
prescribed  instrument  approach  pro¬ 
cedures.  The  portion  of  the  proposed 
transition  area  with  a  floor  of  700  feet 
above  the  surface  would  provide  protec¬ 
tion  for  aircraft  executing  prescribed 
instrument  approach  and  departure  pro¬ 
cedures  at  Farmington  Airport.  The 
portion  with  a  floor  of  1,200  feet  above 
the  surface  would  provide  protection  for 
aircraft  while  holding  at  the  Farming- 
ton  VOR,  for  portions  of  the  instrument 
approach  and  departure  procedures  con¬ 
ducted  above  1,500  feet  above  the  surface, 
and  for  aircraft  executing  prescribed  in¬ 
strument  holding  pattern  procedures 
within  the  Farmington  terminal  ai*ea. 

The  exclusion  of  Federal  airways  con¬ 
tained  in  the  present  description  of  the 
Farmington  transition  area  would  no 
longer  be  required  with  the  action  pro¬ 
posed  herein  and  would  be  deleted. 

Certain  minor  revisions  to  prescribed 
instrument  procedures  would  accompany 
the  actions  proposed  herein,  but  opera¬ 
tional  complexities  would  not  be  in¬ 
creased  nor  would  aircraft  performance 
characteristics  or  established  landing 
mlnimums  be  adversely  affected. 

Specific  details  of  the  changes  to  pro¬ 
cedures  and  minimum  instrument  flight 
hUes  altitudes  that  would  be  required 
m*y  be  examined  by  contacting  the 


Chief,  Airspace  Utilization  Branch,  Air 
Traffic  Division.  Southwest  Region,  Fed¬ 
eral  Aviation  Agency,  P.O.  Box  1689, 
Fort  Worth,  Texas,  76101. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Director, 
Southwest  Region,  Attn:  Chief,  Air 
Traffic  Division,  Federal  Aviation 
Agency,  P.O.  Box  1689,  Fort  Worth, 
Texas,  76101.  All  communications  re¬ 
ceived  within  forty-five  days  after  publi¬ 
cation  of  this  notice  in  the  Federal  Reg¬ 
ister  will  be  considered  before  action  is 
taken  on  the  proposed  amendment.  No 
public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  maybe  made  by  contact¬ 
ing  the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief.  Airspace  Utilization 
Division,  Federal  Aviation  Agency, 
Washington,  D.C.  Any  data,  views  or 
arguments  presented  during  such  con¬ 
ferences  must  also  be  submitted  in  writ¬ 
ing  in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Federal  Aviation  Agency,  Office  of 
the  General  Counsel:  Attention  Rules 
Docket,  800  Independence  Avenue  SW., 
Washington,  D.C.  An  informal  docket 
will  also  be  available  for  examination  at 
the  office  of  the  Regional  Air  Traffic 
Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat  749;  49  UJS.C. 
1348). 

Issued  in  Washington,  D.C.,  on  Jan¬ 
uary  23, 1964. 

H.  B.  Helstrom, 

Acting  Chief, 

Airspace  Utilization  Division. 

[FJL  Doc.  M-908;  Filed.  Jan.  29,  1964; 

8:45  ajn.1 


[  14  CFR  Part  71  [New]  1 

[Airspace  Docket  No.  6S-AL-12] 

CONTROL  ZONE,  TRANSITION  AREA 
AND  CONTROL  AREA  EXTENSION 

Notice  of  Proposed  Alteration, 
Designation,  and  Revocation 

Notice  is  hereby  given  that  the  Federal 
Aviation  Agency  (FAA)  is  considering 
amendments  to  Part  71  [New]  of  the 
Federal  Aviation  Regulations,  the  sub¬ 
stance  of  which  is  stated  below. 

The  following  controlled  airspace  is 
presently  designated  in  the  Betties, 
Alaska,  terminal  area: 

1.  The  Betties  control  zone  is  desig¬ 
nated  within  a  5-mile  radius  of  Betties 
Airport,  within  2  miles  either  side  of  the 
Betties  radio  range  southeast  course  ex¬ 
tending  from  the  5-mile  radius  zone  to 
12  miles  southeast  of  the  radio  range, 
and  within  2  miles  either  side  of  the  211* 
True  bearing  from  the  Betties  radio 
range  extending  from  the  5-mile  radius 
zone  to  12  miles  south  of  the  radio  range. 


2.  The  Betties  control  area  extension 
is  designated  within  16  miles  east  and 
25  miles  west  of  the  337*  and  157*  True 
bearings  from  the  Betties  radio  range, 
extending  from  25  miles  north  to  42  miles 
south  of  the  radio  range. 

The  FAA,  having  completed  a  compre¬ 
hensive  review  of  the  terminal  airspace 
structure  requirements  in  the  Betties 
area,  including  studies  attendant  to  the 
implementation  of  the  provisions  of  CAR 
Amendments  60-21/60-29,  has  under 
consideration  the  following  airspace 
actions: 

1.  Alter  the  Betties  control  zone  by  re¬ 
designating  it  as  that  airspace  within  a 
5-mile  radius  of  Betties  Airport  (latitude 
66°55'00"  N..  longitude  151°31'00"  W.>; 
within  2  miles  each  side  of  the  Betties 
radio  range  southeast  course,  extending 
from  the  5-mile  radius  zone  to  8  miles 
southeast  of  the  radio  range;  within  2 
miles  each  side  of  the  210*  True  bearing 
from  the  radio  range,  extending  from  the 
5-mile  radius  zone  to  8  miles  southwest 
of  the  radio  range,  and  within  2  miles 
each  side  of  the  Betties  VOR  216*  True 
/adial,  extending  from  the  5-mile  radius 
zone  to  8  miles  southwest  of  the  VOR. 

2.  Revoke  the  Betties  control  area  ex¬ 
tension  and  designate  the  Betties  tran¬ 
sition  area  as  that  airspace  extending  up? 
ward  from  1,200  feet  above  the  surface 
within  a  19-mile  radius  of  the  Betties 
VOR,  extending  clockwise  from  the 
northeast  boundary  of  Amber  2  to  a  line 
8  miles  northwest  of  and  parallel  to  the 
Betties  VOR  216*  True  radial,  and  with¬ 
in  an  8-mile  radius  of  Betties  VOR,  ex¬ 
tending  clockwise  from  a  line  8  miles 
northwest  of  and  parallel  to  the  Betties 
VOR  216*  True  radial  to  the  northeast 
boundary  of  Amber  2;  and  that  airspace 
extending  upward  from  14,500  feet  MSL 
within  9  miles  northeast  and  16  miles 
southwest  of  the  Betties  VOR  155*  and 
335*  True  radials,  extending  from  12 
miles  northwest  to  26  miles  southeast  of 
the  VOR.  The  portion  of  the  transition 
area  extending  upward  from  14,500  feet 
MSL  is  excluded  from  Federal  airways. 

The  actions  proposed  herein  would, 
in  part,  reduce  the  length  of  the  control 
zone  extensions  south  and  southeast 
from  12  to  8  miles.  This  reduction  and 
the  addition  of  an  extension  southwest 
of  Betties  would  provide  protection  for 
aircraft  executing  prescribed  instrument 
approach  and  departure  procedures  at 
the  Betties  Airport  The  portions  of  the 
control  zone  extensions  proposed  for 
revocation  are  no  longer  required  for  air 
traffic  control  purposes.  The  proposed 
designation  of  the  portion  of  the  Betties 
transition  area  with  a  floor  of  1,200  feet 
above  the  surface  would  result  in  raising 
the  floor  of  controlled  airspace  in  a 
major  portion  of  the  Betties  terminal 
area  from  700  feet  to  1,200  feet  and  would 
provide  protection  for  aircraft  executing 
the  portions  of  prescribed  instrument 
approach  and  departure  procedures  con¬ 
ducted  above  1,500  feet  above  the  sur¬ 
face.  The  portion  of  the  proposed  tran¬ 
sition  area  with  a  floor  of  14,500  feet 
MSL  would  provide  protection  for  air¬ 
craft  executing  the  higher  portions  of 
instrument  holding,  departure  and 
approach  procedures.  The  portion  of 
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airspace  released  would  become  avail¬ 
able  for  other  aeronautical  purposes. 

Certain  minor  revisions  to  prescribed 
Instrument  procedures  would  accompany 
the  actions  proposed  herein,  but  oper¬ 
ational  complexities  would  not  be  in¬ 
creased  nor  would  aircraft  performance 
characteristics  or  established  mlnimnmn 
be  adversely  affected. 

Specific  details  of  the  changes  to  pro¬ 
cedures  and  minimum  instrument  flight 
rules  altitudes  that  would  be  required 
may  be  examined  by  contacting  the 
Chief,  Airspace  Utilization  Branch,  Air 
Traffic  Division,  Alaskan  Region,  632 
6th  Avenue,  Anchorage,  Alaska,  999501. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Director, 
Alaskan  Region,  Attn:  Chief,  Air  Traffic 
Division,  Federal  Aviation  Agency,  632 
Sixth  Avenue,  Anchorage,  Alaska,  99501. 
All  communications  received  within 
fourty-five  days  after  publication  of  this 
notice  in  the  Federal  Register  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hear¬ 
ing  is  contemplated  at  this  time,  but 
arrangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Regional 
Air  Traffic  Division  Chief,  or  the  Chief, 
Airspace  Utilization  Division,  Federal 
Aviation  Agency,  Washington,  D.C.  Any 
data,  views  -or  arguments  presented 
during  such  conferences  must  also  be 
submitted  in  writing  in  accordance  with 
this  notice  in  order  to  become  part  of  the 
record  for  consideration.  The  proposal 
contained  in  this  notice  may  be  changed 
in  the  light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons 
at  the  Federal  Aviation  Agency,  Office 
of  the  General  Counsel:  Attention  Rules 
Docket,  800  independence  Avenue  SW., 
Washington,  D.C.  An  Informal  docket 
will  also  be  available  for  examination  at 
the  office  of  the  Regional  Air  Traffic 
Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348). 

Issued  in  Washington,  D.C.,  on  Jan¬ 
uary  23, 1964. 

H.  B.  Helstrom, 
Acting  Chief, 

Airspace  Utilization  Division. 

[F.R.  Doc.  64-009;  Filed,  Jan.  29,  1964; 

8:46  am.] 


[  14  CFR  Part  71  [New!  1 

[Airspace  Docket  No.  63-SW-40] 

TRANSITION  AREA 

Notica  of  Proposed  Designation 

In  a  notice  of  proposed  rule  making 
published  in  the  Federal  Register  Octo¬ 
ber  12,  1963  (28  Fit.  10978),  it  was 
stated,  in  part,  that  the  Federal  Avia¬ 
tion  Agency  proposed  to  designate  a 
transition  area  at  Palacios,  Tex. 

Subsequent  to  the  publication  of  the 
notice,  it  has  been  determined  that  ad¬ 
ditional  controlled  airspace  is  required 
extending  upward  from  700  feet  above 
the  surface  within  2  miles  each  side  of 


the  Palacios  VOR  176°  and  the  Mata¬ 
gorda  Island  AFB  VOR  033°  True  radi- 
als,  extending  from  the  Palacios  VOR  to 
15  miles  south  and  extending  from  17 
miles  northeast  to  20  miles  northeast 
of  the  Matagorda  Island  AFB  VOR;  and 
that  airspace  extending  upward  from 
1,200  feet  above  the  surface  within  the 
arc  of  a  29-mile  radius  circle  centered 
on  the  Palacios  VOR,  extending  clock¬ 
wise  from  a  line  5  miles  west  of  and  par¬ 
allel  to  the  Palacios  VOR  199°  True  ra¬ 
dial  to  the  southeast  boundary  of  V-20. 

Accordingly,  the  notice  is  hereby 
amended  to  propose  the  Palacios  transi¬ 
tion  area  to  be  that  airspace  extending 
upward  from  700  feet  above  the  surface 
within  2  miles  each  side  of  the  Palacios 
VOR  308°  True  radial,  extending  from 
the  VOR  to  8  miles  northwest;  within  2 
miles  each  side  of  the  Palacios  VOR  176° 
and  the  Matagorda  Island  AFB  VOR  033° 
True  radials,  extending  from  the  Pala¬ 
cios  VOR  to  15  miles  south  and  extend¬ 
ing  from  17  miles  northeast  to  20  miles 
northeast  of  the  Matagorda  Island  AFB 
VOR;  and  that  airspace  extending  up¬ 
ward  from  1,200  feet  above  the  surface 
within  8  miles  southwest  and  5  miles 
northeast  of  the  Palacios  VOR  308°  and 
128°  True  radials,  extending  from  13 
miles  northwest  to  7  miles  southeast  of 
the  VOR;  within  5  miles  each  side  of  the 
Palacios  VOR  128°  True  radial,  extend¬ 
ing  from  7  miles  to  23  miles  southeast 
of  the  VOR;  and  within  the  arc  of  a 
29-mile  radius  circle  centered  on  the 
Palacios  VOR,  extending  clockwise  from 
a  line  5  miles  west  of  and  parallel  to  the 
Palacios  VOR  199*  True  radial  to  the 
southeast  boundary  of  V-20;  excluding 
that  portion  outside  of  the  United  States. 

In  order  to  provide  interested  persons 
time  to  adequately  evaluate  this  proposal, 
as  modified  herein,  and  an  opportunity 
to  submit  additional  written  data,  views 
or  arguments,  the  date  for  filing  such 
material  is  extended  to  30  days  after  the 
date  of  publication  in  the  Federal  Reg¬ 
ister  of  this  Supplemental  Notice. 

Communications  should  be  submitted 
to  the  Director,  Southwest  Region,  At¬ 
tention:  Chief,  Air  Traffic  Division,  Fed¬ 
eral  Aviation  Agency,  P.O.  Box  1689,  Fort 
Worth,  Tex.,  76101. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  UB.C.  1348) . 

Issued  in  Washington,  D.C.,  on  Jan¬ 
uary  23,  1964. 

H.  B.  Helstrom, 
Acting  Chief, 

Airspace  Utilization  Division. 

[F.R.  Doc.  64-910;  FUed,  Jan.  29,  1964; 

8:46  a.m.] 


[14  CFR  Part  71  [New]  ] 

[Airspace  Docket  No.  63-LAX-10] 

FEDERAL  AIRWAY  SEGMENT 
Notice  of  Proposed  Revocation 

Notice  is  hereby  given  that  the  Federal 
Aviation  Agency  is  considering  an 
amendment  to  Part  71  [New]  of  the 
Federal  Aviation  Regulations,  the  sub¬ 
stance  of  which  is  stated  below. 

VOR  Federal  airway  No.  421  is  desig¬ 
nated  from  St.  Johns,  Ariz.,  via  Zuni, 


N.  Mex.,  to  Farmington,  N.  Mex.  The 
Federal  Aviation  Agency  is  considering 
the  revocation  of  the  segment  of  Victor 
421  from  St.  Johns  to  Zuni.  The  latest 
Federal  Aviation  Agency  IFR  peak  day 
airway  traffic  survey  for  this  segment  of 
Victor  421  shows  no  aircraft  movements 
between  St.  Johns  and  Zuni.  Therefore 
it  would  appear  that  this  segment  of 
Victor  421  is  unjustified  as  an  assign¬ 
ment  of  airspace  and  that  it  could  be 
revoked. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Director 
Western  Region,  Attn:  Chief,  Air  Traffic 
Branch,  Federal  Aviation  Agency,  West¬ 
ern  Region  Area  Office,  P.O.  Box  45018, 
Los  Angeles,  California,  90045.  All  com¬ 
munications  received  within  forty-five 
days  after  publication  of  this  notice  in 
the  Federal  Register  will  be  considered 
before  action  is  taken  on  the  proposed 
amendment.  No  public  hearing  is  con¬ 
templated  at  this  time,  but  arrange¬ 
ments  for  informal  conferences  with 
Federal  Aviation  Agency  officials  may  be 
made  by  contacting  the  Chief,  Air  Traffic 
Branch,  Western  Region  Area  Office,  or 
the  Chief,  Airspace  Utilization  Division, 
Federal  Aviation  Agency,  Washington, 
D.C.  Any  data,  views  or  arguments  pre¬ 
sented  during  such  conferences  must 
also  be  submitted  in  writing  in  accord¬ 
ance  with  this  notice  in  order  to  become 
part  of  the  record  for  consideration. 
The  proposal  contained  in  this  notice 
may  be  changed  in  the  light  of  com¬ 
ments  received. 

The  official  Docket  will  be  available 
for  examination  by  Interested  persons  at 
the  Federal  Aviation  Agency,  Office  of 
the  General  Counsel:  Attention  Rules 
Docket,  800  Independence  Avenue  SW., 
Washington,  D.C.,  20553.  An  informal 
Docket  will  also  be  available  for  exami¬ 
nation  at  the  office  of  the  Branch  Chief, 
Western  Region  Area  Office. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  Of  1958  (72  Stat.  749;  49  U.S.C.  1348). 

Issued  in  Washington,  D.C.,  on  Janu¬ 
ary  23,  1964. 

H.  B.  Helstrom, 
Acting  Chief, 

Airspace  Utilization  Division. 

[FA  Doc.  64-911;  FUed,  Jan.  29,  1964; 

8:46  a.m.] 


[  14  CFR  Part  71  [New]  ] 

[Airspace  Docket  No.  63-SO-87] 

FEDERAL  AIRWAY  SEGMENT 
Notice  of  Proposed  Revocation 

Notice  Is  hereby  given  that  the  Federal 
Aviation  Agency  (FAA)  is  considering 
an  amendment  to  Part  71  [New!  of  the 
Federal  Aviation  Regulations,  the  sub¬ 
stance  of  which  is  stated  below. 

A  west  alternate  of  VOR  Federal  air¬ 
way  No.  185  extends  from  Savannah, 
Ga.,  to  the  Dover,  Ga.,  Intersection 
The  FAA’s  latest  IFR  peak  day  airway 
traffic  survey  shows  no  aircraft  move¬ 
ments  on  this  alternate  airway.  There¬ 
fore,  it  appears  that  the  retention  of  this 
west  alternate  of  Victor  185  is  unjustified 
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as  an  assignment  of  airspace.  Accord¬ 
ingly,  the  PAA  proposes  to  revoke  this 
alternate  airway. 

interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Director, 
Southern  Region,  Attn:  Chief,  Air  Traffic 
Division,  Federal  Aviation  Agency,  P.O. 
Box  20636,  Atlanta,  Ga.,  30320.  All  com¬ 
munications  received  within  forty-five 
days  after  publication  of  this  notice  in 
the  Federal  Register  will  be  considered 
before  action  is  .taken  on  the  proposed 
amendment.  No  public  hearing  is  con¬ 
templated  at  this  time,  but  arrangements 
for  informal  conferences  with  Federal 
Aviation  Agency  officials  may  be  made 
by  contacting  the  Regional  Air  Traffic 
Division  Chief,  or  the  Chief,  Airspace 
Utilization  Division,  Federal  Aviation 
Agency,  Washington,,  D.C.  Any  data, 
views  or  arguments  presented  during 
such  conferences  must  also  be  submitted 
in  writing  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record 
for  consideration.  The  proposal  con¬ 
tained  in  this  notice  may  be  changed 
in  the  light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Federal  Aviation  Agency,  Office  of  the 
General  Counsel:  Attention  Rules  Dock¬ 
et,  800  Independence  Avenue  SW.,  Wash¬ 
ington,  D.C.,  20553.  An  informal  docket 
will  also  be  available  for  examination  at 
the  office  of  the  Regional  Air  Traffic  Di¬ 
vision  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C. 
1348). 

Issued  in  Washington,  D.C.,  on  Janu¬ 
ary  23,  1964. 

H.  B.  Helstrom, 
Acting  Chief, 

Airspace  Utilization  Division. 

[FA.  Doc.  64-912;  Filed.  Jan.  29,  1964; 

8:46  ajn.] 


FEDERAL  MARITIME  COMMISSION 

[  46  CFR  Part  510  1 

[Docket  No.  973  (Sub.  1);  General  Order  4, 
Arndt.  1] 

PRACTICES  OF  LICENSED  INDEPEND¬ 
ENT  OCEAN  FREIGHT  FORWARD¬ 
ERS,  OCEAN  FREIGHT  BROKERS, 
AND  OCEAN  GOING  COMMON 
CARRIERS 

Notice  of  Proposed  Rule  Making 

By  order  entered  October  1,  1963  on 
the  Motion  of  the  Commission  the  United 
States  Court  of  Appeals  for  the  Second 
Circuit  remanded  for  further  considera¬ 
tion  by  the  Commission  S  510.24(g)  of 
this  part.  Notice  is  hereby  given  that 
the  Commission  is  considering  changing 
s&id  $  510.24(g)  to  read  as  follows: 

(g)  No  licensee,  and  no  person,  firm 
or  corporation  directly  or  indirectly  con¬ 
trolled  by  a  licensee  or  in  whom  a  licensee 
has  a  beneficial  interest,  nor  any  person, 
Ann  or  corporation  directly  or  indirectly 
controlling  or  having  a  beneficial  inter - 
No.  21 - 6 


est  in  a  licensee,  shall  demand,  charge  or 
collect  any  compensation  or  brokerage 
from  a  common  carrier  by  water  unless 
there  shall  be  first  filed  with  such  car¬ 
rier  a  certificate  in  the  form  prescribed 
in  paragraph  (e)  of  this  section,  and 
in  compliance  with  section  44(e)  of  the 
Shipping  Act:  Provided,  however.  That 
the  provisions  of  this  paragraph  shall 
not  be  applicable  to  brokerage  paid  on 
cargoes  exempted  from  the  tariff  filing 
requirements  of  section  18(b)(1)  of  the 
Shipping  Act,  1916  (46  U.S.C.  817(b) 
«)). 

Participation  in  this  proceeding.  In¬ 
terested  persons  may  participate  in  the 
reconsideration  of  the  above  rule  by  fil¬ 
ing  with  the  Secretary,  Federal  Mari¬ 
time  Commission,  Washington,  D.C., 
20573,  within  20  days  from  the  publica¬ 
tion  of  this  notice  in  the  Federal  Regis¬ 
ter,  an  original  and  15  copies  of  their 
views  or  arguments  pertaining  to  the  pro¬ 
posed  revised  rule.  All  suggestions  for 
changes  in  the  proposed  rule  should  be 
accompanied  by  drafts  of  the  language 
thought  necessary  to  accomplish  the  de¬ 
sired  change  and  should  be  supported  by 
statements  and  arguments  relating  the 
proposed  change  to  the  purposes  of  sec¬ 
tion  44  of  the  Shipping  Act,  1916  (46 
UJS.C.  841(b)). 

Dated:  January  17, 1964. 

By  order  of  the  Federal  Maritime  Com¬ 
mission. 

[seal]  Thomas  Lisi, 

Secretary. 

[F.R.  Doc.  64-941;  Filed,  Jan.  29,  1964; 

8:49  am.] 


FEDERAL  POWER  COMMISSION 

[  18  CFR  Part  8  ] 

[Docket  No.  R-255] 

PUBLICIZING  LICENSE  CONDITIONS 

OF  GENERAL  PUBLIC  INTEREST 

Notice  of  Proposed  Rulemaking 

January  23,  1964. 

1.  Notice  is  given  pursuant  to  section 
4  of  the  Administrative  Procedure  Act 
that  the  Commission  is  proposing  to 
amend  its  regulations  under  the  Federal 
Power  Act  to  provide  for  the  publicizing 
of  license  conditions  of  general  interest. 

2.  The  Commission,  in  a  recent  opinion 
and  order  issuing  a  license  under  Part  I 
of  the  Federal  Power  Act  stated  that  it 
had  undertaken  a  review  of  hydroelectric 
licenses  in  the  interest  of  making  the 
most  effective  use  of  its  authority  in 
issuing  licenses  to  impose  conditions 
upon  licensees  in  the  public  interest.  It 
also  stated  that  it  was  contemplating  a 
rulemaking  proceeding  looking  toward 
requiring  licensees  to  publicize  license 
conditions  of  general  public  interest.1  In 
this  proceeding  we  are  proposing  such  a 
requirement  and  would  be  particularly 
interested  in  receiving  comments  from 
Federal,  State,  and  local  authorities 
charged  with  the  promotion  and  develop- 


1  South  Carolina  Electric  &  Gas  Co.,  Project 
No.  2316,  Opinion  No.  411,  Issued  Nov.  21, 
1963,  30  FPC _ 


ment  of  recreational  facilities  for  the 
use  of  the  public. 

3.  The  proposed  amendment  would 
prescribe  a  new  Part  8  of  the  Commis¬ 
sion’s  regulations  to  provide  for  publiciz¬ 
ing  those  license  conditions  considered 
by  the  Commission  to  be  of  general  in¬ 
terest  to  the  public.  Section  8.1  would 
require  a  licensee,  following  issuance  or 
amendment  of  its  license,  to  publicize 
in  the  press  in  the  area  in  which  the 
project  is  located  such  of  the  license  con¬ 
ditions  as  the  Commission  may  direct. 
Those  which  ordinarily  would  be  desig¬ 
nated  by  the  Commission  as  being  of  , 
general  public  interest  would  include, 
particularly,  conditions  which  relate  to 
the  public  access  to  and  use  of  project 
waters  and  lands  for  recreational  pur¬ 
poses  and  which  may  relate  to  the  cir¬ 
cumstances  of  project  operation  (espe¬ 
cially  as  to  reservoir  level  and  peaking 
operations)  affecting  such  use  by.  the 
public. 

Section  8.2  would  require  a  licensee, 
following  issuance  or  amendment  of  its 
license,  to  post,  at  points  of  public  access, 
signs  giving  notice  of  the  name  of  the 
owner  of  the  project  and  advising  the 
public  that  license  conditions  of  general 
public  interest,  including  the  approved 
recreational  plan,  may  be  inspected  at. 
the  offices  of  the  licensee  and  that  In¬ 
formation  concerning  such  license  con¬ 
ditions  and  recreational  plan  may  also 
be  secured  from  the  Commission. 

4.  Any  interested  person  may  submit 
to  the  Federal  Power  Commission,  Wash¬ 
ington,  D.C.,  20426,  on  or  before  March 
31,  1964,  data,  views  and  comments  in 
writing  concerning  the  new  part  pro¬ 
posed  herein.  The  Commission  will  con¬ 
sider  these  written  submittals  before  tak¬ 
ing  any  action  upon  this  proposal.  An 
original  and  nine  copies  of  any  such 
submittals  should  be  filed. 

5.  This  amendment  to  the  Commis¬ 
sion’s  regulations  is  proposed  to  be  issued 
under  the  authority  granted  by  the  Fed¬ 
eral  Power  Act,  as  amended,  particularly 
sections  4,  10,  and  309  thereof  (41  Stat. 
1065,  1068  ;  49  Stat.  839,  842,  858;  16 
U.S.C.  797,  803,  825h) . 

6.  In  consideration  of  the  foregoing,  it 
is  proposed  to  amend  Subchapter  B,  Reg¬ 
ulations  under  the  Federal  Power  Act, 
Chapter  I,  Title  18  of  the  Code  of  Federal 
Regulations,  by  inserting  a  new  Part  8 
to  read  as  follows: 

PART  8— PUBLICIZING  LICENSE  CON¬ 
DITIONS  OF  GENERAL  PUBLIC  IN¬ 
TEREST 

§  8.1  Publication  of  license  conditions 
of  general  public  interest. 

Following  issuance  or  amendment  of  a 
license,  the  licensee  shall  publish,  within 
a  specified  time,  in  the  newspaper  or 
newspapers  which  contained  the  notice 
of  application  for  the  license  or  amend¬ 
ment  thereof,  those  license  conditions 
designated  by  the  Commission  as  being 
of  general  public  interest.  The  license 
conditions  so  designated  shall  particu¬ 
larly  include  those  which  relate  to  the 
public  access  to  and  use  of  the  project 
waters  and  lands  for  recreational  pur¬ 
poses  and  which  may  relate  to  the  cir¬ 
cumstances  of  project  operation  (espe¬ 
cially  as  to  reservoir  level  and  peaking 
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operations)  affecting  such  use  by  the 
public. 

§  8.2  Posting  of  project  lands  as  to  avail¬ 
ability  of  information. 

Within  a  specified  time  following  is¬ 
suance  or  amendment  of  a  license,  the 
licensee  shall  post  and  maintain,  at  all 
points  of  public  access  which  are  required 
by  the  license,  a  conspicuous  sign  giving 
the  name  of  the  owner  of  the  project  and 
advising  (a)  that  license  conditions  of 
general  public  interest  (with  specific 
mention  of  public  access  to  and  use  of 
project  lands  and  waters  for  recreational 
purposes)  and  any  approved  recreational 
plan,  may  be  inspected  at  local  offices 
of  the  lidensee  In  the  vicinity  of  the 
project,  and  (b)  that  information  about 
such  license  conditions  of  general  public 
Interest  and  any  approved  recreational 
plan  may  also  be  secured  from  the  Fed¬ 
eral  Power  Commission,  Washington, 
D.C.,  20426.  The  licensee  shall  make 
available  for  public  inspection  at  Its  local 
offices  in  the  vicinity  of  the  project  the 
entire  license  instrument,  properly  in¬ 
dexed  to  include  the  license  conditions 
designated  for  publication  in  1 8.1  and 
any  approved  recreational  plan. 

By  direction  of  the  Commission. 

Joseph  H.  Outride, 
Secretary. 

[PH.  Doc.  64-013;  PUed,  Jan.  20,  1064; 

8:46&jn.] 
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DEPARTMENT  OF  THE  INTERIOR 

Geological  Survey 

[Wyoming  No.  10] 

WYOMING 

Phosphate  Land  Classification  Order 

Pursuant  to  authority  under  the  Act  of 
March  3,  1879  (20  Stat.  394;  43  U.S.C. 
3D,  and  as  delegated  to  me  by  Depart¬ 
mental  Order  2563  of  May  2, 1950,  under 
authority  of  Reorganization  Plan  No.  3 
of  1950  (64  Stat.  1262) ,  the  following  de¬ 
scribed  lands,  insofar  as  title  thereto 
remains  in  the  United  States,  are  hereby 
classified  as  follows : 

Sixth  Principal  Meridian,  Wyoming 
Phosphate  Lands 
T.  41  N..R.116  W.. 

Sec.  17.  WftNKK.  NB%NW%,  WftNW%, 
Nwy4swy4; 

Sec.l8.E%El4. 

Reclassified  Phosphate  Lands  from 
Nonphosphate  Lands 

Prior  classification  of  the  following  as  non- 
phosphate  lands  Is  hereby  revoked  and  the 
lands  are  reclassified  as  phosphate  lands: 
T.41N.,  R.  116  W, 

8ec.  7,  SEy4SE%: 

Sec.  8. 8%S%; 

Sec.  15.  WttNEt4.E%NW%.  SW%; 

Sec.  16.  SEKSWK.  SEft; 

Sec.  17,  NK%NE% .  NW^8E%; 
Sec.21.N>4.NWy4SEJ4; 

Sec.  22,  NW%NWi4. 

Nonphosphate  Lands 

T.41N..R.  118  W.,  ' 

Sec.  17.  SEV4NWV4.  NE%SW%,  SW^SWVi; 
Sec.  18,  lots  1  to  4,  Inclusive,  W%E%,  Ey2 
Wfc; 

Sec.  10,  lot  1,  NftNSK,  NE&NWVi*. 

Sec.  28,  W%SW%; 

Sec.  29,  SB  ^4; 

Sec.  32,  lots  1  to  13,  inclusive.  NV4NEV4 
NEV4,  NEV4NWV4NE^4,  SV4NEV4,  SEy4; 

Sec.  33,  lots  10  to  17.  inclusive.  NftNWft 
NW%,SWKNW%.Stt; 

8ec.34.SV4; 

Sec.  35,  SWV4. 

Hie  area  described  totals  3,785  acres, 
more  or  less,  of  which  about  400  acres 
are  classified  as  phosphate  lands,  about 
U00  acres  previously  classified  as  non¬ 
phosphate  lands  are  reclassified  as  phos¬ 
phate  lands,  and  about  2,185  acres  are 
classified  as  nonphosphate  lands. 

Dated;  January  24.  1964. 

Thomas  B.  Nolan, 
Director. 

[PR.  Doc.  64-051;  Filed.  Jan.  90,  1064; 
8:50  un.j 


Bureau  of  Land  Management 

[Montana  060205] 

MONTANA 

Notice*  of  Proposed  Withdrawal  and 
Reservation  of  Lands 

January  24,  1964. 

The  United  States  Department  of 
agriculture  has  filed  an  application. 


Serial  Number  Montana  060295  for  the 
withdrawal  of  the  lands  described  below, 
from  mineral  entry  and  location  under 
the  general  mining  laws.  The  appli¬ 
cant  desires  the  land  for  protection  of 
the  government’s  investment  in  the 
structures  on  these  areas. 

For  a  period  of  thirty  days  from  the 
date  of  publication  of  this  notice,  all  per¬ 
sons  who  wish  to  submit  comments,  sug¬ 
gestions,  or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  writing  to  the  under¬ 
signed  officer  of  the  Bureau  of  Land 
Management,  Department  of  the  In¬ 
terior.  1245  North  29th  Street,  Billings, 
Montana,  59101. 

The  authorized  officer  of  the  Bureau 
of  Land  Management  will  undertake 
such  investigations  as  are  necessary  to 
determine  the  existing  and  potential  de¬ 
mand  for  the  lands  and  their  resources. 
He  will  also  undertake  negotiations  with 
the  applicant  agency  with  the  view  of 
adjusting  the  application  to  reduce  the 
area  to  the  minimum  essential  to  meet 
the  applicant’s  needs,  to  provide  for  the 
maximum  concurrent  utilization  of  the 
lands  for  purposes  other  than  the  ap¬ 
plicant’s,  to  eliminate  lands  needed  for 
purposes  more  essential  than  the  appli¬ 
cant’s,  and  to  reach  agreement  on  the 
concurrent  management  of  the  lands 
and  their  resources. 

He  will  also  prepare  a  report  for  con¬ 
sideration  by  the  Secretary  of  the  In¬ 
terior  who  will  determine  whether  or 
not  the  lands  will  be  withdrawn  as 
requested  by  the  Department  of  Agri¬ 
culture.  The  determination  of  the 
Secretary  on  the  application  will  be 
published  in  the  Federal  Register.  A 
separate  notice  will  be  sent  to  each 
interested  party  of  record. 

If  circumstances -warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced. 

The  lands  involved  in  the  application 
are: 

Principal  Meridian,  Montana 


Big  Nelson  Camp  s 

T.15N..R.10W.. 

Sec.  7.  lot  5  and  NV4NV4NEV4SWV4. 

Total  area  43.43  aerea. 

Seeley  Lake  Camp 

T.  17  N.,  R.  15  W, 

Sec.  33,  loti. 

Total  area  46.01  acres. 

Big  Lardh  Camp 

T.  17  N„  R.  13  W., 

See.  34,  lots  4  and  T.  and  NWKSEft. 

Total  area  77.83  scree. 

Lake  Inez  Camp 

T.  18  N.,  R.  15  W„ 

Sec.  30,  lot  L. 

Total  area  27.74  acres. 


Big  Horn  Camp 
T.  7  N.,  R.  16  W.. 

Sec.  6.  NWV4NWV4SW%NWV4.  SV4NWfc 
SWV4NWV4,  SV4NE%SWV4NWV4.  NV4 
SWV4SWV4NWV4.  SEV4SWV4NWV4.  sw% 
SW%SEV4NW%,  N%NE%NWV48WV4. 
SEy4NEy4NWi/4SWy4)  and  WV4NWV4NEV4 
SWV4. 

Total  area  42.5  acres. 

Lake  Alva  Camp 
T.  18  N.,  R.  16  W., 

Sec.  13,  that  portion  of  lot  5  lying  west  of 
the  Swan  River  Highway. 

Total  area  13  acree,  more  or  leas. 

Bitterroot  Plat  Camp  _ 

T.  8  N.,  R.  17  W., 

Sec.  6,  EV4SWV4.  except  that  part  within 
HJS.S.  287. 

Total  area  60  acres,  more  or  leas. 

Cougar  Creek  Camp 
T.8N.,  R.  17  W„ 

Sec.  18.  SEV4NEV4SEV4  and  NE&SEV4SEV4. 
Total  area  20.00  acres. 

Hutsinpillar  Camp 

Unsurveyed,  but  which  will  be  when 
surveyed: 

T.  8  N  R  17  W 

Sec.'  20.  SWV4NSV4NEV4REV4  and  NWfc 

SEV4NEV4NE%. 

Total  area  5  acres. 

Dallas  Camp 

T.  9  N.  R  17  W. 

Sec.’  11.  SWV4SWV4NEV4NWV4.  SEV4SWV4 

NW%NWV4.  SV4SEV4NWV4NWV4.  NV4 
NEV4SWV4NWV4,  NWV4SW&NWV4  and 

sw  V4NE  V4SW  V4NWV4 . 

Total  area  27.50  acres. 

Harry's  Flat  Camp 

T.  9  N..  R.  17  W., 

Sec.  9, 8V4SEV4SWV4: 

Sec.  16.  NWV4NEV4NWV4.  NBftNWftNWK. 

sy2NWy4NW%  and  WV4SWV4NWV4; 

Sec.  17,  SEV4SEV4NEV4  andNEft8E%. 

Total  area  130.00  acres. 

Pattee  Canyon  Picnic  Area 

T.  12  N.,  R.  18  W4  T.  19  N„  R.  19  W.. 

That  part  of  the  former  Fort  Missoula 
Wood  and  Timber  Reservation  by  metes  and 
bounds  survey  described  as  follows: 

Beginning  at  I  P  Post  No.  5;  thence  N.  39* 
E.,  a  distance  of  2640.00  feet  to  I  P  Poet  No. 
6;  thence  N.  85*  E.,  a  distance  of  4141.84 
feet  to  I  P  Post  No.  7;  thence  S.  14*  E.,  a 
distance  of  4880.00  feet  to  the  southeast 
corner  of  the  timber  reserve;  thence  S.  75*15' 
W.,  a  distance  of  5856.00  feet  to  M  P  8;  thence 
N.  18*53'  W.,  a  distance  of  4030.47  feet  to 
I  P  Post  No.  5.  the  point  of  beginning. 

Total  area  707.74  acres. 

Lewis  and  Clark  Camp 
T.  19  N.,  R.  22  W„ 

'  Sec.  29,  NV4NB%NEV4. 

Total  area  30  acres. 

Lee  Creek  Camp 
T.11N..R.23W., 

See.  18.  BV48W%BW%SHH  and  WftSEft 
8W%SBV4. 

Total  area  10  acres. 


1591 


1592 


NOTICES 


Cascade  Camp 

T.  18  N.,  R.  25  W„ 

See.  10,  lots  7  sad  8. 

Total  area  82.98  acres. 

West  Fork  Camp 

Unsurveyed,  but  which  will  be  when 
surveyed: 

T  22  N  R.  28  W. 

Sec.  22.  'WH&EKNB^SWK  and  SW^NEfc 
NE%SW%. 

Total  area  7.6  pcres. 

Clark  Memorial  Camp 

Unsurveyed,  but  which  will  be  when 
surveyed: 

T  22  K  R  28  W 

Sec.  27,’  W%NE%SE% 

SWK  and  E^NW)4SE^8W)4. 

Total  area  20  acres. 

Capper  King  Camp 

Unsurveyed,  but  which  will  be  when 
surveyed: 

T.  22  N.,  R.  28  W„ 

Sec.  88.  EfcNW%8E%  exclusive  of  that 
portion  covered  by  MB.  6785  and  MB. 
6786. 

Total  area  15  acres,  more  or  less. 

Fishtrap  Lake  Camp 
T  24  N  R  28  W 

Sec.  9,  NW%NW%NE%NW>4,  NftNEft 
NW%NW%  andNW%NW%NW%. 

Total  area  17.60  acres. 

West  Fork  Fishtrap  Camp 

Unsurveyed,  but  which  will  be  when 
surveyed : 

T.  24  N„  R.  28  W., 

Sec.  26.  NftSftNWKNEft. 

Total  area  10  acres. 


as  amended.  The  applicant  desires  the 
land  for  establishment  of  National  Guard 
Armories  at  Nightmute  and  Kwiguk, 
Alaska  under  the  Act  of  June  25,  1910 
(36  Stat.  847  ;  43  U.S.C.A.  141)  and  the 
Act  of  October  31.  1951  (65  Stat.  712; 
3  U.S.C.A.  301). 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges¬ 
tions,  or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  writing  to  the  undersigned 
officer  of  the  Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior,  Fair¬ 
banks  Land  Office,  P.O.  Box  1150,  Fair¬ 
banks,  Alaska.  / 

The  authorized  officer  of  the  Bureau 
of  Land  Management  will  undertake 
such  investigations  as  are  necessary  to 
determine  the  existing  and  potential  de¬ 
mand  for  the  lands  and  their  resources. 
He  will  also  undertake  negotiations  with 
the  applicant  agency  with  the  view  of 
adjusting  the  application  to  reduce  the 
area  to  the  minimum  essential  to  meet 
the  applicant's  needs,  to  provide  for  the 
maximum  concurrent  utilization  of  the 
lands  for  purposes  other  than  the  appli¬ 
cant's,  to  eliminate  lands  needed  for  pur¬ 
poses  more  essential  than  the  applicant's 
and  to  reach  agreement  on  the  concur¬ 
rent  management  of  the  lands  and  their 
resources. 

He  will  also  prepare  a  report  for  con¬ 
sideration  by  the  Secretary  of  the  In¬ 
terior  who  will  determine  whether  or  not 
the  lands  will  be  withdrawn  as  requested 
by  the  Department  of  the  Army. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register.  A  separate  notice 


Office  of  the  Solicitor 
[  Solid  tor’8  Regulation  16] 

ASSISTANT  SOLICITOR,  BRANCH 
OF  PATENTS 

Delegation  off  Authority  Regarding 
Patent  Matters 

January  24, 1964. 

The  Assistant  Solicitor,  Branch  of 
Patents,  may  exercise  all  the  authority 
vested  in  the  Solicitor  of  the  Department 
of  the  Interior  by  210  DM  2.2A(5)  with 
respect  to: 

I.  Any  action  required  to  be  taken  by 
the  Solicitor  under  Title  43  CFR  Sub¬ 
title  A,  Part  6 — Patent  Regulations. 
Such  authority  includes: 

(1)  Prescribing  the  form  of  the  inven¬ 
tion  report; 

(2)  Taking  such  action  as  is  deemed 
necessary  to  protect  the  Government’s 
interests  in  inventions  in  which  it  has 
the  entire  right,  title  and  interest; 

(3)  Adjudication  of  patent  rights  in 
inventions  made  by  personnel  of  the  De¬ 
partment; 

(4)  Granting  or  refusing  requests  for 
authorization  to  publish  articles  describ¬ 
ing  unpatented  inventions; 

(5)  Issuance  of  certificates  of  public 
interest  required  in  filing  patent  appli¬ 
cations  under  35  UJ3.C.  266; 

(6)  Issuance  of  licenses  under  patents 
in  which  the  United  States,  as  repre¬ 
sented  by  the  Secretary  of  the  Interior, 
has  a  transferable  Interest,  and 

n.  Any  request  to  the  Commissioner  of 
Patents  to  accept  for  filing  without  fee  a 
patent  application  in  which  the  Govern¬ 
ment  has  an  interest. 


KOOTXNAI  NATIONAL  FOREST 

Howard  Lake  Recreation  Area 
T.  27  N.,  R.  81  W„ 

Sec.  18,  that  part  of  BftSWKNEK  lying 
south  and  west  of  Howard  Lake. 

Total  area  15  acres,  more  or  leas. 

Upper  Ford  Work  Center  Administrative  Site 

T.  36  N..  R.  81  W., 

Sec.  8,  lot  7; 

Sec.  7.  loti. 

Total  area  69.18  acres. 

Dorr  Sheets  Recreation  Area 

T.  29  N.,  R.  83  W., 

Sec.  20,  lot  1. 

Total  area  45.9  acres. 

E.  L  Rowland, 
State  Director. 

[P.R.  Doc.  64-939;  Filed,  Jan.  29,  1964; 
8:49  am.] 

[Fairbanks  031751] 

ALASKA 

Notice  of  Proposed  Withdrawal  and 
Reservation  off  Lands  v 

January  23, 1964. 

The  Department  of  the  Army  has  filed 
an  application.  Serial  Number  Fairbanks 
031751,  for  withdrawal  of  the  lands  de¬ 
scribed  below,  from  all  forms  of  appro¬ 
priation  under  the  public  land  laws, 
including  the  mining  laws,  mineral  leas¬ 
ing  laws,  grazing  laws,  and  disposal  of 
materials  under  the  Material  Act  of  1947, 


will  be  sent  to  each  interested  party  of 
record. 

If  circumstances  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced.  { 

The  lands  involved  in  the  application 
are: 

Nightmute 

Commencing  at  latitude  N.  60*29'  and 
longitude  W.  164*44',  said  point  now  being 
monumented  by  an  iron  pipe  which  is  4  feet 
high,  and  being  the  True  Point  of  Beginning 
for  this  description;  said  Point  of  Beginning 
also  bearing  N.  82*  W.,  1,000  feet,  more  or 
less  from  the  south  peak  on  school;  thence 
S.  18*00'  W.,  50  feet,  more  or  less  to  a  point 
on  the  north  bank  of  the  Tooksook  River; 
thence  northwesterly  170  feet,  more  or  lees, 
along  the  north  bank  of  said  river;  thence 
N.  18*00'  E.,  130  feet,  more  or  less;  thence 
S.  72*00'  E.,  165  feet;  thence  S.  18*00'  W., 
115  feet,  more  or  leas  to  the  Point  of  Begin¬ 
ning  for  this  description. 

The  areas  described  aggregate  ap¬ 
proximately  0.54  acre. 

Kwiguk  (Emmanaak) 

Commencing  at  UB.  Land  Management 
Monument  No.  4095;  thence  N.  11*20'  E., 
400  feet  to  the  True  Point  of  Beginning  for 
this  description;  thence  West  120  feet; 
thence  North  165  feet;  thence  East  165  feet; 
thence  South  165  feet;  thence  West  45  feet 
to  the  Point  of  Beginning. 

The  areas  described  aggregate  approx¬ 
imately  0.62  acre. 

Daniel  A.  Jones, 
Manager. 

[F.R.  Doc.  64-925;  Filed,  Jan.  29,  1964; 

8:47  am.] 


(210  DM  2.2A(5),  24  FJt.  1348;  210  DM  2.3, 
24  PA.  1349;  200  DM  8.2,  25  FR.  325) 

Frank  J.  Barry, 
Solicitor. 

[FJt.  Doc.  64-940;  FUed,  Jan.  29,  1964; 
8:49  am.] 


DEPARTMENT  OF  AGRICULTURE 

Office  of  the  Secretary 

TEXAS  AND  VIRGINIA 

Designation  off  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321  of  the 
Consolidated  Farmers  Home  Adminis¬ 
tration  Act  of  1961  (7  U.S.C.  1961),  it 
has  been  determined  that,  in  the  here¬ 
inafter-named  counties  in  the  States  of 
Texas  and  Virginia,  natural  disasters 
have  caused  a  need  for  agricultural  cred¬ 
it  not  readily  available  from  commercial 
banks,  cooperative  lending  agencies,  or 
other  responsible  sources. 

Texas 


Surry.  Sussex. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  Texas  county  after 
June  30,  1964,  or  in  the  above-named 
Virginia  counties  after  December  si. 
1964,  except  to  applicants  who  previously 
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Thursday,  January  30,  1964 

received  emergency  or  special  livestock 
loan  assistance  and  who  can  qualify  un¬ 
der  established  polices  and  procedures. 

Done  at  Washington,  D.C.,  this  27th 
day  of  January  1964. 

Orville  L.  Freeman, 

•  Secretary. 

{FH.  Doc-  64-052;  Filed,  Jan.  29,  1964; 
8:50  am.] 


NORTH  DAKOTA 

Designation  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321  of  the  Con¬ 
solidated  Farmers  Home  Administration 
Act  of  1961  (7  U.S.C.  1961),  it  has  been 
determined  that  in  the  hereinafter- 
named  counties  in  the  State  of  North 
Dakota  natural  disasters  have  caused  a 
need  for  agricultural  credit  not  readily 
available  from  commercial  banks,  coop¬ 
erative  lending  agencies,  or  other  re¬ 
sponsible  sources. 

North  Dakota 
Grant.  Sioux. 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
in  the  above-named  counties  after  De¬ 
cember  31, 1964,  except  to  applicants  who 
previously  received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  under  established  policies  and 
procedures. 

Done  at  Washington,  D.C.,  this  24th 
day  of  January  1964. 

Orville  L.  Freeman, 
Secretary. 

[Fit.  Doc.  64-931;  Filed,  Jan.  29,  1964; 
8:48  am.j 

DEPARTMENT  OF  HEALTH,  EDU¬ 
CATION,  AND  WELFARE 

Food  and  Drug  Administration 
AMOCO  CHEMICALS  CORP. 

Notice  of  Filing  of  Petition  Regarding 
Food  Additive  Polyisobutylene 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5),  72  Stat.  1786;  21  U.S.C. 
348(b)  (5) ) ,  notice  is  given  that  a 
petition  (FAP  1265)  has  been  filed  by 
Amoco  Chemicals  Corporation,  130  East 
Randolph  Drive,  Chicago  1,  Illinois,  pro¬ 
posing  that  the  food  additive  regulations 
be  amended  to  provide  for  the  use  of 
Polyisobutylene  (minimum  molecular 
weight  300)  as  a  plasticizer  in  polyeth¬ 
ylene  intended  for  use  in  contact  with 
food,  except  for  polyethylene  articles 
used  for  packing  or  holding  food  during 
cooking. 

Dated;  January  23, 1964. 

J.  K.  Kirk, 

Assistant  Commissioner 
of  Food  and  Drugs. 

(PA.  Doc.  64-950;  Filed,  Jan.  29.  1964; 
8:50  am.] 


ATOMIC  ENERGY  COMMISSION 

[Docket  No.  50-130] 

NORTHERN  STATES  POWER  CO. 

Notice  of  Proposed  Issuance  of 
Provisional  Operating  License 

Notice  is  hereby  given  pursuant  to  sec¬ 
tion  189  of  the  Atomic  Energy  Act  of 
1954,  as  amended,  S  50.58  (10  CFR  Part 
50),  and  §  2.105  (10  CFR  Part  2),  that 
unless  within  thirty  (30)  days  after  pub¬ 
lication  of  this  notice  in  the  Federal 
Register  a  request  for  a  hearing  is  filed 
with  the  U  S.  Atomic  Energy  Commis¬ 
sion  (“the  'Commission”)  by  the  North¬ 
ern  States  Power  Company  (“the  ap¬ 
plicant”)  or  a  petition  for  leave  to  in¬ 
tervene  is  filed  by  any  person  whose  in¬ 
terest  may  be  affected  as  provided  by 
and  in  accordance  with  the  Commis¬ 
sion’s  rules  of  practices  (10  CFR  Part  2) , 
the  Commission  proposes  to  issue  a  pro¬ 
visional  operating  license  to  the  appli¬ 
cant,  substantially  in  the  form  set  forth 
below,  authorizing  the  applicant  to  op¬ 
erate  the  Pathfinder  nuclear  reactor  at 
power  levels  up  to  one  (1)  megawatt 
thermal.  The  reactor,  which  is  part  of 
the  Pathfinder  Atomic  Power  Plant  lo¬ 
cated  approximately  five  and  one-half 
miles  northeast  of  Sioux  Falls,  South 
Dakota,  is  a  controlled  recirculation  boil¬ 
ing  water  reactor. 

Prior  to  the  issuance  of  the  license  the 
applicant  will  be  required  to  provide 
proof  of  financial  protection  which  satis¬ 
fies  the  requirements  of  10  CFR  Part  140 
and  to  execute  an  indemnity  agreement 
as  required  by  section  170  of  the  Atomic 
Energy  Act  of  1954,  as  amended,  and  10 
CFR  Part  140  and  the  reactor  will  be 
inspected  by  representatives  of  the  Com¬ 
mission  to  determine  whether  it  has  been 
constructed  in  accordance  with  the  pro¬ 
visions  of  Construction  Permit  No. 
CPPRr-8,  except  for  fabrication  of  the 
nuclear  fuel  for  the  superheater  region 
of  the  core,  and  installation  of  a  stop 
valve  in  the  safety  valve  discharge  line 
and  associated  installation  of  a  rupture 
disc  on  a  new  branch  line  from  the  pres¬ 
ent  discharge  line,  all  of  which  are  not 
required  for  the  operations  authorized 
by  the  proposed  license. 

The  Commission  has  found  that  the 
application,  as  amended,  complies  with 
the  requirements  of  the  Atomic  Energy 
Act  of  1954,  as  amended,  and  the  Com¬ 
mission’s  regulations  as  set  forth  in  Title 
10,  Chapter  I,  CFR. 

For  further  details  with  respect  to  the 
proposed  provisional  operating  license, 
see  (1)  the  application  dated  March  30, 
1959,  and  amendments  thereto  dated 
July  6,  1959,  August  7,  1959,  November 
5,  1959,  November  20,  1959,  December  18, 
1959,  August  24,  1960,  November  7,  1960, 
January  17,  1961,  May  22,  1962,  June  12, 

1962,  February  22,  1963,  April  24,  1963, 
May  15,  1963,  May  29,  1963,  June  11, 

1963,  June  18,  1963,  August  14,  1963,  Au¬ 
gust  28,  1963,  October  18,  1963,  October 
25,  1963,  October  29,  1963,  October  30, 
1963,  and  December  18,  1963,  (2)  the  re¬ 
port  by  the  Advisory  Committee  on  Re¬ 
actor  Safeguards  (ACRS)  dated  July  18, 
1963,  (3)  a  related  hazards  analysis  by 
the  Division  of  Licensing  and  Regulation 


and  (4)  the  Technical  Specifications 
designated  as  Appendix  “A”  to  the 
provisional  operating  license.  These 
documents  will  be  available  for  public 
inspection  at  the  Commission’s  Public 
Document  Room,  1717  H  Street  NW., 
Washington,  D.C.  Copies  of  the  hazards 
analysis  and  the  report  by  the  ACRS  may 
be  obtained  at  the  Public  Document 
Room,  or  upon  request  to  the  Atomic 
Energy  Commission,  Washington,  D.C., 
20545,  Attention:  Director,  Division  of 
Licensing  and  Regulation. 

Dated  at  Bethesda,  Md.,  this  23d  day 
of  January  1964. 

For  the  Atomic  Energy  Commission. 

R.  Lowenstein, 
Director,  Division  of 
Licensing  and  Regulation. 
[Docket  No.  50-130] 

Proposed  Provisional  Operating  License 

1.  This  provisional  operating  license  ap¬ 
plies  to  the  controlled  recirculation  boiling 
water  reactor  owned  by  the  Northern  States 
Power  Company  (hereinafter  referred  to  as 
“Northern  States”).  The  reactor  which  is 
part  of  the  Pathfinder  Atomic  Power  Plant 
is  located  approximately  five  and  one-half 
miles  northeast  of  Sioux  Falls,  South 
Dakota.  The  reactor  is  described  in  the 
licensee’s  application  for  operating  license 
dated  March  30, 1959,  and  amendments  there¬ 
to  dated  July  6,  1959,  August  7,  1959,  No¬ 
vember  5,  1959,  November  20,  1959,  Decem¬ 
ber  18,  1959,  August  24,  1960,  November  7, 
1960,  January  17,  1961,  May  22,  1962,  June 
12,  1962,  February  22,  1963,  April  24,  1963, 
May  15,  1963,  May  29,  1963,  June  11,  1963, 
June  18,  1963,  August  14,  1963,  August  28, 
1963,  October  18,  1963,  October  25,  1963, 
October  29,  1963,  October  30,  1963,  and  De¬ 
cember  18.  1963  (hereinafter  collectively  re¬ 
ferred  to  as  “the  application”) . 

2.  Pursuant  to  the  Atomic  Energy  Act  of 
1954,  as  amended  (hereinafter  referred  to  as 
“the  Act”),  and  the  rules  and  regulations 
contained  in  Title  10,  CFR,  Chapter  I,.  Part 
50,  and  having  considered  the  record  in  this 
matter,  the  Atomic  Energy  Commission 
(hereinafter  referred  to  as  “the  Commis¬ 
sion”)  finds  that: 

A.  Construction  of  the  reactor  has  pro¬ 
ceeded,  and  there  is  reasonable  assurance 
that  the  reactor  will  be  completed,  in  con¬ 
formity  with  the  construction  permit,  the 
application  as  amended,  the  provisions  of 
the  Act,  and  the  rules  and  regulations  of  the 
Commission; 

B.  There  is  reasonable  assurance  (1)  that 
the  activities  authorized  by  this  provisional 
operating  license  can  be  conducted  without 
endangering  the  health  and  safety  of  the 
public,  and  (ii)  that  such  activities  will  be 
conducted  In  compliance  with  the  rules  and 
regulations  of  the  Commission; 

C.  Northern  States  Is  technically  and  finan¬ 
cially  qualified  to  engage  in  the  activities 
authorized  by  this  provisional  operating  li¬ 
cense  in  accordance  with  the  rules  and  regu¬ 
lations  of  the  Commission,  and  to  assume 
responsibility  for  payment  of  Commission 
charges  for  the  special  nuclear  material 
allocated; 

D.  Northern  States  has  submitted  proof  o t 
financial  protection  which  satisfies  the  re¬ 
quirements  of  10  CFR  Part  140,  and  has 
executed  an  indemnity  agreement  as  re¬ 
quired  by  section  170  of  the  Act  and  10  CFR 
140; 

E.  There  is  reasonable  assurance  that  the 
reactor  will  be  ready  for  initial  loading  with 
nuclear  fuel  within  ninety  (90)  days  from 
the  date  of  issuance  of  tills  provisional  oper¬ 
ating  license; 

F.  The  issuance  of  this  provisional  oper¬ 
ating  license  is  not  Inimical  to  the  common 
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dpftwiF*  and  security  or  to  the  health  and  (5)  Records  of 
safety  of  the  public.  tests  and  measure 

3.  Subject  to  the  conditions  and  require-  to  the  Technical  8] 

ments  -  Incorporated  herein.  Including  the  (6)  Records  of  i 
Technical  Specifications  hereto,  the  Commis-  volving  substituti 
slon  hereby  licenses  Northern  States:  tor  equipment  or  < 

A.  Pursuant  to  section  104(b)  of  the  Act  (7)  Records  ol 

and  10  CFR  Part  SO,  to  possess,  use  and  oper-  measurements  per 
ate  the  reactor  as  a  utilization  facility.  E.  Reports.  In 

B.  Pursuant  to  the  Act  and  10  CFR  Part  wise  required  unt 

70,  to  reoelve,  possess  and  use  In  operation  cable  regulations: 
of  the  reactor  at  any  one  time:  (1)  Northern  & 

(1)  800  kilograms  of  contained  uranium-  mediate  report  In 

235  for  the  operation  of  the  reactor;  of  any  Indication 

(2)  128  grams  of  plutonium  encapsulated  unsafe  condition  l 

as  two  1 -curie  and  one  6-curie  plutonium-  the  reactor,  Inc 
beryllium  neutron  sources.  _  limitation: 

C.  Pursuant  to  the  Act  and  10  CFR  Part  30,  (a)  Any  substa 

to  receive,  possess  and  use  In  operation  of  the  operation  of  the 
reactor  at  any  time:  anoe  specification 

(1)  10,000  curies  of  antimony-124  as  an  Summary  Report; 

antimony-beryllium  neutron  source;  (b)  Any  acclde 

(2)  Three  sealed  sources  of  cobalt-60  not  lty,  whether  or 

to  exceed  100  milllcuries  each  for  calibration  damage  or  person 
of  film  badges  and  Instruments  and  for  the  permissible  limits, 
testing  of  radiation  monitors  and  measure-  (2)  Within  60 
ment  of  liquid  levels  In  tanks  and  pipes;  0f  initial  core  loa< 

(3)  800  microcuries  of  cesium- 137  to  be  testing  (b)  < 

used  as  a  laboratory  standard;  the  Power  Operate 

(4)  50  microcuries  of  lron-59  to  be  used  as  states  shall  subn 

a  laboratory  standard;  Commission  of  th< 

(5)  100  microcuries  of  strontium-90  to  be  ^  the  tests  and 

used  as  a  laboratory  standard;  eluding  a  deecrii 

(6)  300  microcuries  of  cobalt-60  to  be  used  the  facility  deslg 

as  a  laboratory  standard;  lstlcs  and  operatlr 

(7)  0.002  microcurie  of  americium-241  /3)  within  30 

for  calibration  of  instruments;  of  six  months  of 

(8)  50  milllcuries  of  krypton-85  for  call-  (calculated  from 

bration  of  gaseous  activity  monitors;  Phase  II  of  the  1 

(9)  300  microcuries  of  chromium-51  In  a  gram)  and  at  tl 

solution  of  CrCl,  to  be  used  as  a  laboratory  period  thereafter 
standard.  _  Tnit  a  written  r 

D.  Pursuant  to  the  Act  and  10  CFR  Part  whlpv.  summarize* 

80,  to  possess,  but  not  to  separate,  such  by-  Total  num 

product  material  as  may  be  produced  by  total  energy  g 
operation  of  the  reactor.  (b)  Number  of 

4.  This  license  shall  be  deemed  to  contain  ^th  .  brief  exnla 
and  be  subject  to  the  condtions  specified  In  shutdown* 

S  30.32  of  Part  30,  iS  50.54  and  60.69  of  Part  ’ 

B0,  and  §  70.32  of  Part  70,  Title  10,  Chapter 
I,  CFR,  and  to  be  subject  to  all  applicable 
provisions  of  the  Act,  and  to  the  rules, 
regulations  and  orders  of  the  Commission, 
now  or  hereafter  in  effect,  and  to  the  addi¬ 
tional  conditions  specified  below: 

A.  Northern  States  shall  not  operate  the 
reactor  at  power  levels  in  excess  of  one  (1) 
megawatt  thermal. 

B.  Northern  States  shall  not  Install  the 
proposed  nuclear  superheater  fuel  In  the 
reactor  without  prior  written  authorization 
by  the  Commission. 

C.  Technical  specifications.  The  Techni¬ 
cal  Specifications  contained  in  Appendix  “A” 
hereto  are  hereby  incorporated  into  this 
license.  Except  as  otherwise  permitted  by 
the  Act  and  the  rules,  regulations,  and  orders 
of  the  Commission,  Northern  States  shall 
operate  the  reactor  in  accordance  with  the 
Technical  Specifications.  No  changes  shall 
be  made  In  the  Technical  Specifications  un¬ 
less  authorized  by  the  Commission  as  pro¬ 
vided  in  10  CFR  50.59. 

D.  Records.  In  addition  to  those  other¬ 
wise  required  under  this  license  and  appli¬ 
cable  regulations,  Northern  States  shall  keep 
the  following  records : 

(1)  Reactor  operating  records,  Including 
power  levels  and  periods  of  operation  at  each 
power  level; 

<2)  Records  showing  radioactivity  dis¬ 
charges  into  the  air  or  water  beyond  the 
effective  control  of  Northern  States  as 
measured  at  or  prior  to  the  point  of  such 
release  or  discharge; 

(3)  Records  of  radioactivity  levels  at  both 
on-site  and  off-site  monitoring  stations; 

(4)  Records  of  emergency  shutdowns  and 
Inadvertent  scrams  Including  the  reasons 
therefor; 


period  In  the  reactor  including  results  of 
tests  required  by  the  Technical  Specif^. 
tlons;  a  summary  of  experiments  conducted- 
number  of  malfunctions  In  the  control  and 
safety  systems  with  brief  explanations  of 
each;  and  a  discussion  of  data  obtained  re¬ 
lating  to  superheater  operation; 

(d)  Principal  maintenance  performed  and 
replacements  made  in  the  reactor  and  asso¬ 
ciated  systems  including  a  report  on  various 
tests  performed  on  components  of  the  re¬ 
actor  and  associated  systems; 

(e)  A  description  of  the  leak  tests  per¬ 
formed  pursuant  to  the  Technical  Specifics, 
tlons  and  the  results  of  such  tests  Including 
a  description  of  any  necessary  corrective 
measures  taken  to  meet  the  requirements  of 
the  Technical  Specifications  for  assuring  the 
specified  containment  leak  tightness; 

(f)  Significant  changes  made  in  operating 
procedures  and  in  plant  organization; 

(g)  Radiation  levels  recorded  at  both  on¬ 
site  and  off -site  monitoring  stations. 

5.  Pursuant  to  f  50.60  of  10  CFR  Part  50, 
the  Commission  has  allocated  to  Northern 
States  for  use  In  the  operation  of  the  reactor 
758.4  kilograms  of  uranium-235  contained  in 
uranium  at  the  Isotopic  ratios  specified  in 
the  application.  Estimated  schedules  of 
special  nuclear  material  transfers  to  North¬ 
ern  States  and  returns  to  the  Commission 
are  contained  In  Appendix  “B”  attached 
hereto,  which  amends  the  allocation  con¬ 
tained  in  Construction  Permit  No.  CPPR-8, 
Transfers  by  the  Commission  to  Northern 
States  in  accordance  with  column  (2)  In 
Appendix  MBM  will  be  conditioned  upon 
Northern  States’  return  to  the  Commission 
of  material  substantially  in  accordance  with 
column  (3)  of  Appendix  “B”. 

6.  This  license  shall  be  effective  as  of  the 
date  of  Issuance  and  shall  expire  eighteen 
(18)  months  from  said  date,  unless  extended 
for  good  cause  shown,  or  upon  the  earlier 
Issuance  of  a  superseding  operating  license. 

Date  of  issuanoe :  January  23, 1964. 

For  the  Atomic  Energy  Commission. 

R.  LO  WIN  STEIN, 

Director,  Division  of 
Licensing  and  Regulation. 


ESTIMATED  SCHEDULE  OF  TRAN8PER8  OF  SPECIAL  NUCLEAR  MATERIAL  FROM  THE  COMMISSION  TO 
NORTHERN  STATES  POWER  COMPANY  (NSP)  AND  FROM  MSP  TO  THE  COMMISSION 


Cumulative 

distribution 

kilograms 

U-235 


Transfers 
from  AEC  to 
NSP  kilo- 
grains  U-235 


kilograms 

U-235 


Date  of  transfer  (fiscal  year) 


Through  10-13-63. 
1964 » _ 

1965  . 

1966  . 

1967  . 

1968. . 


(114.6) 
188.8 
190.6 
(80.7) 
(61.0) 
136.3 

(118.6) 


Total. 


i  8d  and  4th  quarters  FY  1964  only. 


[Fit.  Doc.  64-936;  Filed,  Jan.  29,  1964;  8:49  am.] 
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Returns  by  NSP  to  AEC 

kilograms  U-235 

Cold 

Hot 

196.2 

13.1 

41.9 

53.2 

15.4 

219.3 

54.2 

183.8 

61.1 

17.8 

188.0 

348.9 
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Thursday ,  January  30,  1964 

practice,  10  CFR  Part  2,  the  Commis¬ 
sion  proposes  to  Issue  an  operating  li¬ 
cense,  substantially  as  set  forth  below,  to 
gazton  authorizing  operation  of  the  23.5- 
megawatt  (thermal)  light  water  moder¬ 
ated  and  cooled,  pressurized  water  reac¬ 
tor  located  near  the  Borough  of  Saxton 
In  Liberty  Township,  Bedford  County, 
Pennsylvania. 

Construction  of  the  reactor  was  au¬ 
thorized  by  Construction  Permit  No. 
CPPR-6  issued  February  11,  1960.  The 
reactor  has  been  operated  under  Provi¬ 
sional  Operating  License  No.  DPRr-4  is¬ 
sued  to  Saxton  November  15, 1961. 

The  Commission  has  found  that: 

(1)  The  application  complies  with 
the  requirements  of  the  Atomic  Energy 
Act  of  1954,  as  amended,  and  the  Com¬ 
mission’s  regulations  set  forth  in  Title 
10,  Chapter,  I,  CFR; 

(2)  There  is  reasonable  assurance 
that  (i)  the  activities  authorized  by  this 
license  can  be  conducted  at  the  desig¬ 
nated  location  without  endangering  the 
health  and  safety  of  the  public,  and  (ii) 
such  activities  will  be  conducted  in  com¬ 
pliance  with  the  rules  and  regulations 
of  the  Commission; 

(3)  Saxton  is  technically  and  finan¬ 
cially  qualified  to  engage  in  the  proposed 
activities  in  accordance  with  the  Com¬ 
mission’s  regulations  and  to  assume  fi¬ 
nancial  responsibility  for  payment  of 
Commission  charges  for  special  nuclear 
material; 

(4)  The  issuance  of  this  license  will 
not  be  inimical  to  the  common  defense 
and  security  or  to  the  health  and  safety 
of  the  public. 

For  further  details  with  respect  to  this 
proposed  license,  see  (1)  the  license  ap¬ 
plication  amendment  dated  May  28, 
1963,  and  supplement  thereto  dated 
January  8,  1964;  (2)  the  report  of  the 
Advisory  Committee  on  Reactor  Safe¬ 
guards  dated  September  12,  1963;  (3)  a 
related  hazards  analysis  prepared  by  the 
Research  and  Power  Reactor  Safety 
Branch  of  the  Division  of  Licensing  and 
Regulation;  and  (4)  the  Technical  Spec¬ 
ifications  which  are  incorporated  in  the 
license  and  designated  as  Appendix  A 
thereto;  all  of  which  will  be  available  for 
public  inspection  at  the  Commission’s 
Public  Document  Room,  1717  H  Street 
NW.,  Washington,  D.C.  Copies  of  items 
(2)  and  (3)  above  may  be  obtained  at 
the  Commission’s  Public  Document 
Room,  or  upon  request  addressed  to  the 
Atomic  Energy  Commission,  Washing¬ 
ton,  D.C.,  20545,  Attention:  Director,  Di¬ 
vision  of  Licensing  and  Regulation. 

Dated  at  Bethesda,  Md.,  this  28th  day 
of  January  1964. 

For  the  Atomic  Energy  Commission. 

Eber  R.  Prick, 

Assistant  Director,  Division  of 
licensing  and  Regulation. 

[License  No.  DPR— 4] 

1.  This  license  applies  to  the  pressurized 
water  reactor  (hereinafter  referred  to  as  the 
‘reactor’’)  owned  by  Saxton  Nuclear  Experi¬ 
mental  Corporation  (hereinafter  referred  to 
m  “Saxton”) ,  located  north  of  the  Borough 
Saxton  in  Liberty  Township,  Bedford 
County,  Pennsylvania,  and  described  in 
Amendment  No.  5  dated  April  19,  1961,  and 


Amendment  No.  7  dated  June  80,  1961,  to 
Saxton’s  license  application. 

2.  Subject  to  the  conditions  and  require¬ 
ments  incorporated  herein,  the  Atomic  En¬ 
ergy  Commission  (hereinafter  referred  to  as 
the  “Commission”)  hereby  licensee  Saxton: 

A.  Pursuant  to  Section  104(b)  of  the 
Atomic  Energy  Act  of  1954,  as  amended 
(hereinafter  referred  to  as  the  "Act”),  and 
Title  10  CFR,  Chapter  I,  Part  50,  “Licensing 
of  Production  and  Utilization  Facilities,”  to 
possess,  use  and  operate  the  reactor  as  a 
utilization  facility; 

B.  Pursuant  to  the  Act  and  Title  10  CFR, 
Chapter  I,  Part  70,  "Special  Nuclear  Mate¬ 
rial,”  to  receive,  possess  and  use  at  any  one 
time  130  kilograms  of  contained  Uranium 
235  as  fuel  for  the  operation  of  the  reactor; 
and 

C.  Pursuant  to  the  Act  and  Title  10  CFR, 
Chapter  I,  Part  30,  "Licensing  of  Byproduct 
Material,”  to  possess,  but  not  to  separate, 
such  byproduct  material  as  may  be  produced 
by  operation  of  the  reactor,  and  to  receive, 
possess,  and  use  at  any  one  time  not  to  ex¬ 
ceed  120  curies  of  polonium-beryllium  as 
core  neutron  sources. 

3.  This  license  shall  be  deemed  to  contain 
and  be  subject  to  the  conditions  specified 
in  {  50.54  of  Part  50,  §  70.32  of  Part  70,  and 
S  30.32  of  Part  30  of  the  Commission’s  regu¬ 
lations,  and  is  subject  to  all  applicable  pro¬ 
visions  of  the  Act  and  rules,  regulations  and 
orders  of  the  Commission  now  or  hereafter 
in  effect;  and  is  subject  to  the  additional 
conditions  specified  below: 

A.  Maximum  power  level.  Saxton  shall  not 
operate  the  reactor  at  power  levels  in  excess 
of  23.5  megawatts  (thermal) . 

B.  Technical  specifications.  The  Technical 
Specifications  contained  in  Appendix  A  to 
this  license  (hereinafter  referred  to  as  the 
"Technical  Specifications”)  are  hereby  in¬ 
corporated  in  this  license.  Saxton  shall 
operate  the  facility  only  in  accordance  with 
the  Technical  Specifications.  No  changes 
shall  be  made  in  the  Technical  Specifications 
unless  authorized  by  the  Commission  as 
provided  in  10  CFR  50.59. 

C.  Authorization  of  changes,  tests  and 
experiments.  Saxton  may  (1)  make  changes 
in  the  facility  as  described  in  the  hazards 
summary  report,  (2)  make  changes  in  the 
procedures  as  described  in  the  hazards  sum¬ 
mary  report,  and  (3)  conduct  tests  or  experi¬ 
ments  not  described  in  the  hazards  summary 
report  only  in  accordance  with  the  provisions 
of  $  50.59  of  the  Commission’s  regulations. 

D.  Records.  In  addition  to  those  other¬ 
wise  required  under  this  license  appli¬ 
cable  regulations,  Saxton  shall  keep  the  fol¬ 
lowing  records: 

(1)  Reactor  operating  records,  including 
power  levels  and  period  of  operations  at  each 
power  level. 

(2)  Records  showing  the  radioactivity  re¬ 
leased  or  discharged  into  the  air  or  water 
beyond  the  effective  control  of  Saxton  as 
measured  at  or  prior  to  the  point  of  such 
release  or  discharge. 

(3)  Records  of  scrams,  including  reasons 
therefor. 

(4)  Records  of  principal  maintenance  op¬ 
erations  involving  substitution  or  replace¬ 
ment  of  facility  equipment  or  components 
and  the  reasons  therefor. 

(5)  Records  of  radioactivity  measurements 
at  on-site  and  off -site  monitoring  stations. 

(6)  Records  of  facility  tests  and  measure¬ 
ments  performed  pursuant  to  the  require¬ 
ments  of  the  Technical  Specifications. 

E.  Reports.  In  addition  to  reports  other¬ 
wise  required  under  this  license  and  appli¬ 
cable  regulations: 

(1)  Saxton  shall  make  an  immediate  re¬ 
port  in  writing  to  the  Commission  of  any 
indication  or  occurrence  of  a  possible  unsafe 
condition  relating  to  the  operation  of  the 
facility,  including,  without  implied  limita¬ 
tion,  any  possible  unsafe  condition  arising 
out  of : 


(a)  Any  substantial  variance  disclosed  by 
operation  of  the  facility  from  the  perform¬ 
ance  specifications  set  forth  in  the  hazards 
summary  report,  and 

(b)  Any  accidental  release  of  radioactivity, 
whether  or  not  resulting  in  property  damage 
or  personal  injury  or  exposure  above  per¬ 
missible  limits. 

(2)  Saxton  shall  report  to  the  Commission 
in  writing  significant  changes  in  plant  or¬ 
ganization,  and  transient  or  accident  anal¬ 
yses,  as  described  in  the  hazards  summary 
report. 

(3)  Saxton  shall  submit  to  the  Commis¬ 
sion,  on  at  least  a  semi-annual  basis,  a  writ¬ 
ten  report  of  operating  experience  including: 

(a)  A  brief  explanation  of  the  cause  of 
each  unplanned  shutdown  of  the  reactor. 

(b)  The  amount  of  radioactive  material 
removed  from  the  reactor  by  releases,  dis¬ 
charges,  and  shipments  of  radioactive  waste 
material. 

(c)  The  levels  of  radioactivity  in  the  prin¬ 
cipal  fluid  systems. 

(d)  A  description  of  changes,  tests,  and 
experiments  performed  pursuant  to  I  50.59 
(a)  of  the  Commission’s  Rules  and  Regula¬ 
tions. 

(e)  A  description  of  the  principal  main¬ 
tenance  performed. 

(f)  A  summary  of  reactor  operation  per¬ 
formed  during  the  period  Including:  Opera¬ 
tions  performed  pursuant  to  the  Research 
and  Development  program;  an  explanation 
of  malfunctions  of  any  equipment  Important 
to  safety;  periodic  testing  performed  as  re¬ 
quired  in  section  N.8,  of  the  Technical  Spec¬ 
ifications. 

Such  reports  shall  be  due  within  60  days 
after  the  end  of  each  reporting  period. 

F.  Definitions.  (1)  As  used  in  section  3 
in  this  license,  the  term  "facility”  means  the 
following  systems  and  components  as  de¬ 
scribed  in  the  hazards  summary  report: 

(a)  The  containment  vessel  which  houses 
the  reactor,  steam  generator,  main  coolant 
system,  other  miscellaneous  auxiliary  sys¬ 
tems,  and  the  fuel  storage  well. 

(b)  The  reactor  core  including  the  control 
rods,  control  rod  drives,  support  structure, 
and  normal  operation  instrumentation  and 
controls. 

(c)  The  main  coolant  loop  Including  the 
piping,  steam  generator,  main  coolant  pump, 
reactor  vessel,  and  normal  operation  instru¬ 
mentation  and  controls. 

(d)  The  pressure  control  and  relief  sys¬ 
tem  which  consists  of  a  pressurizer,  discharge 
tank,  relief  valve,  safety  valves,  electric 
heaters,  and  instrumentation  and  controls. 

(e)  The  charging  system  consisting  of 
high  pressure  pumps  and  instruments  and 
controls. 

(f)  The  purification  system  consisting  of 
heat  exchangers,  flow  control  valve,  demin- 
eralizers,  and  instrumentation  and  controls. 

(g)  The  chemical  addition  system  consist¬ 
ing  of  a  steam  heated  boric  acid  tank,  boric 
acid  pump,  and  a  chemical  addition  tank. 

(h)  The  sampling  and  leak  detection  sys¬ 
tem  consisting  of  high  pressure  and  low  pres¬ 
sure  sampling  and  leak  detection  lines, 
sample  coolers,  sample  bombs,  and  instru¬ 
ments  and  controls. 

(I)  The  shutdown  cooling  system  consist¬ 
ing  of  a  low  pressure  heat  exchanger,  pumps 
and  instrumentation  and  controls. 

(J)  The  safety  injection  system  consisting 
of  two  high  pressure  pumps  arranged  in 
series,  a  high  pressure  and  low  pressure 
piping  system,  and  instrumentation  and 
controls. 

(k)  The  station  service  electrical  system 
consisting  of  a  normal  and  emergency  power 
supply,  440-volt  feeder  busses,  pressurizer 
heater  control  center,  motor  control  centers, 
battery  and  battery  charger,  safety  injection 
pumps  supply.  Inverter  bus  and  vital  bus 
supply,  and  main  coolant  pump  supplies. 

(l)  The  radioactive  waste  disposal  facility 
consisting  of  a  solid  waste  disposal  system. 
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a  liquid  waste  disposal  system,  and  a  gaseous 
waste  disposal  system. 

(m)  The  radiation  monitoring  system 
consisting  of  plant  process  monitoring,  plant 
effluents  monitoring,  site  monitoring  and 
plant  area  monitoring. 

(n)  Shielding  inside  and  Immediately  out* 
side  the  containment  vessel,  in  the  walls  of 
and  Inside  the  containment  vessel,  in  the 
walls  of  and  inside  of  the  control  and  auxil¬ 
iary  building,  and  in  the  waste  treatment 
building. 

(o)  The  fuel  handling  system  consisting 
of  special  tools,  hoists,  and  fuel  storage  rack. 

(p)  The  secondary  coolant  system  inside 
the  containment  vessel  and  the  piping  out¬ 
side  the  containment  vessel  up  to  the  feed- 
water  regulating  valve  and  the  steam  pres¬ 
sure  regulating  valve. 

(q)  The  component  cooling  system  con¬ 
sisting  of  circulating  pumps,  heat  exchangers, 
a  surge  tank,  piping,  valving,  and  instrumen¬ 
tation. 

(r)  The  storage  well  system  consisting  of 
circulating  pumps,  heat  exchanger,  demln- 
er&lizer,  filters,  storage  tank,  and  the  neces¬ 
sary  piping,  valving,  fittings.  Instrumenta¬ 
tion  and  controls. 

(s)  The  codling,  heating,  and  ventilation 
systems  consisting  of  the  three  systems  pro¬ 
vided  to  ventilate  potentially  radioactive 
areas  of  the  plant  (containment  vessel,  waste 
treatment  plant,  and  control  and  auxiliary 
building)  and  their  common  exhaust  system. 

(t)  The  Unit  No.  2  turbine  and  main  con¬ 
denser  in  the  existing  Pennsylvania  Electric 
Company  plant  which  will  be  used  to  utilize 
the  steam  produced  by  the  Saxton  reactor 
plant. 

(u)  The  spent  fuel  storage  rack  consisting 
of  a  rectangular  stainless  steel  crate  type 
structure  which  is  located  In  the  storage  well. 

(2)  As  used  In  this  license,  the  term 
"hazards  summary  report"  means  the  report 
designated  by  Saxton  as  the  Pinal  Safeguards 
Report  and  submitted  by  Amendment  No.  5 
to  Saxton’s  license  application,  including  the 
supplemental  information  submitted  by  Sax¬ 
ton  in  Amendment  No.  7,  the  report  desig¬ 
nated  by  Saxton  as  the  Phase  I  Safeguards 
Report  submitted  by  Amendment  No.  10,  In¬ 
cluding  the  supplemental  Information  sub¬ 
mitted  by  Saxton  in  Supplement  No.  1  to 
Amendment  No.  10. 

4.  The  license  Is  effective  as  of  the  date 
of  issuance  and  shall  expire  April  is,  1967, 
unless  extended  for  good  cause  shown. 

For  the  Atomic  Energy  Commission. 

Director,  Division  of 
Licensing  and  Regulation. 

Attachment:  Appendix  A. 

Date  of  Issuance: 

[FK.  Doc.  64-985;  Filed,  Jan.  29,  1964; 

8:50  am.] 


[Docket  No.  50-155] 

CONSUMERS  POWER  CO. 

Notice  of  Proposed  Issuance  of 
Operating  License 

Notice  is  hereby  given  pursuant  to  sec¬ 
tion  189  of  the  Atomic  Energy  Act  of 
1954,  as  amended,  and  §  50.58  of  10  CFR 
50,  that  unless  within  thirty  days  after 
publication  of  this  notice  in  the  Federal 
Register  a  request  for  a  hearing  is  filed 
with  the  U.S.  Atomic  Energy  Commis¬ 
sion  (the  “Commission")  by  Consumers 
Power  Company  (“Consumers”),  or  a 
petition  for  leave  to  intervene  Is  filed  by 
any  person  whose  interest  may  be  af¬ 
fected,  as  provided  by  and  in  accordance 
with  the  Commission’s  rules  of  practice. 


10  CFR  Part  2,  the  Commission  proposes 
to  issue  an  operating  license,  substan¬ 
tially  as  set  forth  below,  to  Consumers 
authorizing  operation  of  the  Big  Rock 
Point  nuclear  reactor  located  In  Charle¬ 
voix  County,  Michigan.  The  proposed 
license  would  (1)  convert  Consumers’  ex¬ 
isting  provisional  operating  license  to  a 
full  term  operating  license,  (2)  authorize 
the  conduct  of  Phase  n  of  a  Research 
and  Development  Program,  and  (3)  au¬ 
thorize  operation  of  the  reactor  at  ther¬ 
mal  power  levels  not  to  exceed  240  mega¬ 
watts. 

Construction  of  the  reactor  was  au¬ 
thorized  by  Construction  Permit  No. 
CPPR-9  issued  May  31 , 1960.  Consumers 
has  operated  the  reactor  under  Provi¬ 
sional  Operating  License  No.  DPR-8  is¬ 
sued  on  August  30,  1962. 

The  Commission  has  found  that: 

(1)  The  application  complies  with  the 
requirements  of  the  Atomic  Energy  Act 
of  1954,  as  amended,  and  the  Commis¬ 
sion’s  regulations  set  forth  in  Title  10, 
Chapter  I,  CFR; 

(2)  There  is  reasonable  assurance 
that  (1)  the  activities  authorized  by  this 
license  can  be  conducted  at  the  desig¬ 
nated  location  without  endangering  the 
health  and  safety  of  the  public,  and  (ID 
such  activities  will  be  conducted  in  com¬ 
pliance  with  the  rules  and  regulations 
of  the  Commission; 

(3)  Consumers  is  technically  and 
financially  qualified  to  engage  in  the 
proposed  activities  in  accordance  with 
the  Commission’s  regulations  and  to  as¬ 
sume  financial  responsibility  for  pay¬ 
ment  of  Commission  charges  for  special 
nuclear  material 

(4)  The  issuance  of  this  license  will 
not  be  inimical  to  the  common  defense 
and  security  or  to  the  health  and  safety 
of  the  public. 

Prior  to  the  issuance  of  the  license 
Consumers  will  be  required  to  provide 
proof  of  financial  protection  which 
satisfies  the  requirements  of  10  CHI 
Part  140  and  to  execute  an  amendment 
to  its  indemnity  agreement  as  required 
by  section  170  of  the  Atomic  Energy  Act 
of  1954,  as  amended,  and  10  CFR  Part 
140. 

For  further  details  with  respect  to  this 
proposed  license,  see  (1)  the  license  ap¬ 
plication  amendments  dated  November 
14, 1963,  and  January  16, 1964,  and  sup¬ 
plement  thereto  dated  January  20,  1964; 
(2)  the  report  of  the  Advisory  Committee 
on  Reactor  Safeguards  dated  January  17, 
1964;  (3)  a  related  hazards  analysis  pre¬ 
pared  by  the  Research  and  Power  Re¬ 
actor  Safety  Branch  of  the  Division  of 
Licensing  and  Regulation;  and  (4)  the 
Technical  Specifications  which  are  in¬ 
corporated  in  the  license  and  designated 
as  Appendix  A  thereto,  all  of  which  will 
be  available  for  public  inspection  at  the 
Commission’s  Public  Document  Room, 
1717  H  Street  NW„  Washington,  D.C. 
Appendix  B  to  the  license,  the  special 
nuclear  material  transfer  schedule,  is 
unchanged  from  Appendix  B  incorpo¬ 
rated  in  Provisional  Operating  License 
No.  DPR-e  issued  August  30,  1962,  a 
copy  of  which  is  on  file  in  the  Commis¬ 
sion’s  Public  Document  Room.  Copies 
of  items  (2)  and  (3)  above  may  be  ob¬ 
tained  at  the  Commission’s  Public  Docu¬ 


ment  Room,  or  upon  request  addressed  to 
the  Atomic  Energy  Commission,  Wash¬ 
ington,  D.C.,  20545,  Attention:  Director 
Division  of  Licensing  and  Regulation.  ’ 

Dated  at  Bethesda,  Md.,  this  29th  day 
of  January  1964. 

For  the  Atomic  Energy  Commission. 

R.  Lowenstein, 
Director,  Division  of 
Licensing  and  Regulation. 

[License  No.  DPR-6] 

1.  This  license  applies  to  the  facility,  con¬ 
sisting  of  a  boiling  water  reactor  (hereinafter 
referred  to  as  "the  reactor”)  and  associated 
components  and  equipment,  which  is  owned 
by  Consumers  Power  Company  (hereinafter 
referred  to  as  "Consumers”),  located  in 
Charlevoix  County.  Michigan,  and  described 
in  Consumers*  license  application  dated  Jan¬ 
uary  14, 1960,  and  license  application  Amend¬ 
ments  Nos.  3,  4,  6,  7,  8.  9,  10,  12,  14,  and  15, 
dated  December  1,  1961,  January  19,  1962, 
March  19,  1962,  March  22,  1962,  March  23, 
1962,  March  23,  1962,  May  3.  1962,  May  31, 
1962,  November  15.  1963,  and  January  16, 
1964,  respectively,  (hereinafter  referred  to  as 
“the  application”) . 

2.  Subject  to  the  conditions  and  require¬ 
ments  Incorporated  herein,  the  Atomic  Ener¬ 
gy  Commission  (hereinafter  referred  to  as 
"the  Commission”)  hereby  licenses  Consum¬ 
ers: 

A.  Pursuant  to  Section  104b  of  the  Atomic 
Energy  Act  of  1954,  as  amended  (hereinafter 
referred  to  as  “the  Act”),  and  Title  10,  CFR, 
Chapter  I,  Part  50,  "Licensing  ol  Production 
and  Utilization  Facilities,”  to  possess,  use 
and  operate  the  reactor  as  a  utilization 
facility; 

B.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  I,  Part  70,  "Special  Nuclear  Mate¬ 
rial,”  to  receive,  possess  and  use  at  any  one 
time  1,200  kilograms  of  contained  Uranium 
235  as  fuel  for  operation  of  the  reactor; 

C.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  I,  Part  70,  “Special  Nuclear  Ma¬ 
terial,”  to  receive,  possess  and  use  10.32 
grams  of  Uranium  235  in  fission  counters; 

D.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  I,  Part  70,  to  receive,  possess  and 
use  five  curies  of  plutonium  encapsulated  as 
a  plutonium-beryllium  neutron  source  for 
startuD  of  the  reactor: 

E.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  I,  Part  30,  "Licensing  of  Byproduct 
Material,”  to  receive,  possess  and  use  anti¬ 
mony-beryllium  with  an  initial  strength  not 
exceeding  7,000  curies  as  neutron  sources; 

F.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  I.  Part  30,  “Licensing  of  Byproduct 
Material,”  to  possess,  but  not  to  separate, 
such  byproduct  material  as  may  be  produced 
by  operation  of  the  reactor. 

3.  This  license  shall  be  deemed  to  contain 
and  be  subject  to  the  conditions  specified  in 
§50.54  of  Part  50,  §70.32  of  Part  70,  and 
§  30.32  of  Part  30  of  the  Commission’s  regu¬ 
lations,  and  is  subject  to  all  applicable  pro¬ 
visions  of  the  Act  and  the  rules,  regulations 
and  orders  of  the  Commission  now  or  here¬ 
after  in  effect,  and  is  subject  to  the  addi¬ 
tional  conditions  specified  below: 

A.  Maximum  power  level. — Consumers 
shall  not  operate  the  reactor  at  steady  state 
power  levels  in  excess  of  240  megawatts 
thermal. 

B.  Technical  specifications.  The  tech¬ 
nical  specifications  contained  in  Appendix 
A  to  this  license  (hereinafter  referred  to  as 
the  "Technical  Specifications")  are  hereby 
incorporated  in  this  license.  Consumers 
shall  operate  the  facility  in  accordance  with 
the  technical  specifications.  No  changes 
■hall  be  made  In  the  technical-specifications 
unless  authorized  by  the  Commission  as 
provided  In  10  CFR  50.59,  or  as  otherwise 
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permitted  by  the  Act  and  the  Commission's 
«i1m  and  regulations. 

0,  Record*.  In  addition  to  those  other- 
^jee  required  under  this  license  and  appli- 
eeMe  regulations,  Consumers  shall  keep  the 
following  records: 

(1)  Reactor  operating  records,  including 
power  levels  and  periods  of  operation  at 
each  power  level. 

(2)  Records  showing  the  radioactivity  re¬ 
leased  or  discharged  into  the  air  or  water 
beyond  the  effective  oontrol  of  Consumers 
as  measured  at  or  prior  to  the  point  of  such 
release  or  discharge. 

(3)  Records  of  scrams,  including  reasons 
therefor. 

(4)  Records  of  principal  maintenance  op¬ 
erations  Involving  substitution  or  replace¬ 
ment  of  facility  equipment  or  components 
and  the  reasons  therefor. 

(5)  Records  of  radioactivity  measure¬ 
ments  at  on-site  and  off-site  monitoring 
stations. 

(6)  Records  of  facility  tests  and  measure¬ 
ments  performed  pursuant  to  the  require¬ 
ments  of  the  technical  specifications. 

D.  Reports.  In  addition  to  reports  other¬ 
wise  required  under  this  license  and  appli¬ 
cable  regulations : 

(1)  Consumers  shall  make  an  Immediate 
report  in  writing  to  the  Commission  of  any 
indication  or  occurrence  of  a  possible  un¬ 
safe  condition  relating  to  the  operation  of 
the  facility,  including,  without  implied  limi¬ 
tation,  any  possible  unsafe  condition  arising 
out  of: 

a.  Any  substantial  variance  disclosed  by 
operation  of  the  facility  from  the  perform¬ 
ance  specifications  set  forth  in  the  hazards 
summary  report,  and 

b.  Any  accidental  release  of  radioactivity, 
whether  or  not  resulting  in  property  damage 
or  personal  injury  or  exposure  above  per¬ 
missible  limits. 

(2)  Consumers  shall  report  to  the  Com¬ 
mission  in  writing  significant  changes  in 
plant  organization,  and  transient  or  accident 
analyses,  as  described  in  the  hazards  sum¬ 
mary  report. 

(3)  Consumers  shall  submit  to  the  Com¬ 
mission,  at  least  semiannually  during  the 
remaining  period  of  the  Research  and  Devel¬ 
opment  Program  and  at  least  annually  there¬ 
after  a  written  report  of  operating  experience 
including: 

a.  A  brief  explanation  of  the  cause  of  each 
unplanned  shutdown  of  the  reactor. 

b.  The  amount  of  radioactive  material  re¬ 
moved  from  the  reactor  by  releases,  dis¬ 
charges,  and  shipments  of  radioactive  waste 
material. 

c.  The  levels  of  radioactivity  in  the  prin¬ 
cipal  fluid  systems. 

d.  A  description  of  changes,  tests,  and  ex¬ 
periments  performed  pursuant  to  Paragraph 
50.59(a)  of  the  Commission’s  rules  and  regu¬ 
lations. 

e.  A  description  of  the  principal  main¬ 
tenance  performed  on  the  facility. 

f.  A  summary  of  reactor  operation  per¬ 
formed  during  the  period.  Including:  Opera¬ 
tions  performed  pursuant  to  the  Research 
and  Development  Program;  sin  explanation  of 
malfunctions  of  any  equipment  important  to 
Bftfety;  periodic  testing  performed  as  required 
la  the  technical  specifications. 

Such  reports  shall  be  due  within  60  days 
after  the  end  of  each  reporting  period. 

Pursuant  to  S  60.60,  Title  10,  CFR,  Chap¬ 
ter  I,  Part  50,  the  O'  mmlsslon  has  allocated 
to  Consumers  for  vise  in  the  operation  of  the 
reactor  4791.8  kilograms  of  Uranium  235  con¬ 
tained  in  uranium  at  the  isotopic  ratios 
specified  in  the  m  application.  Estimated 
schedules  of  special  nuclear  material  trans¬ 
fers  to  Consumers  and  returns  to  the  Oom- 
tilaalon  are  oontained  in  Appendix  B  which 
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is  hereby  incorporated  in  this  license.  Ship¬ 
ments  by  the  Commission  to  Consumers  in 
accordance  with  Column  (2)  in  Appendix  B 
will  be  conditioned  upon  Consumers’  return 
to  the  Commission  of  material  substantially 
in  accordance  with  Column  (8)  of  Appendix 
B. 

5.  This  license  is  effective  as  of  the  date 
of  Issuance  and  shall  expire  May  31,  2000. 

For  the  Atomic  Energy  Commission. 

Director,  Division  of 
Licensing  and  Regulation. 

Attachments:  Appendix  A  and  Appendix 
B. 

Date  of  issuance: 

[F.R.  Doc.  64-998;  Filed,  Jan.  29.  1964; 
11:51  am.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  14657] 

TRADE  WINDS  AIRWAYS  CORP. 

Notice  of  Postponement  of  Hearing 
Regarding  Enforcement  Proceeding 

The  hearing  presently  assigned  to  be 
held  in  the  above  proceeding  on  Feb¬ 
ruary  11, 1964,  at  10:00  am.  (local  time) , 
in  the  Hearing  Room,  Second  Floor, 
Veteran’s  Administration  Center,  520 
Ponce  de  Leon,  San  Juan,  Puerto  Rico, 
is  hereby  postponed  until  further  notice. 

Dated  at  Washington,  D.C.,  January 
24,  1964. 

[seal]  Milton  H.  Shapiro, 

Hearing  Examiner. 

[F.R.  Doc.  64-947;  Filed,  Jan.  29,  1964; 
8:50  am.] 


[Docket  13777;  Order  No.  E-20395] 

INTERNATIONAL  AIR  TRANSPORT 
ASSOCIATION 

Agreement  Relating  to  Specific 
Commodity  Rates 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C., 
on  the  24th  day  of  January,  1964. 

Agreement  adopted  by  Traffic  Con¬ 
ference  1  of  the  International  Air  Trans¬ 
port  Association  relating  to  specific 
commodity  rates;  Docket  13777,  Agree¬ 
ment  C.A.B.  17280,  Rr-49. 

There  has  been  filed  with  the  Board, 
pursuant  to  section  412(a)  of  the  Federal 
Aviation  Act  of  1958  (the  Act)  and  Part 
261  of  the  Board’s  Economic  Regula¬ 
tions,  an  agreement  between  various  air 
carriers,  foreign  air  carriers,  and  other 
carriers,  embodied  in  the  resolutions  of 
Traffic  Conference  1  of  the  International 
Air  Transport  Association  (LATA),  and 
adopted  pursuant  to  the  provisions  of 
Resolution  590  (Commodity  Rates 
Board). 

The  agreement,  adopted  pursuant  to 
unprotested  notices  to  the  carriers  and 
promulgated  in  IATA  memoranda, 
names  an  additional  specific  commodity 
rate  as  set  forth  below: 
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Agree¬ 

ment 

C.A.B. 

17280 

IATA 

memo¬ 

randum 

Com¬ 

mod¬ 

ity 

item 

Rates 

R-49 . 

TCI/Bates 

1886. 

• 

4600 

27  oents  per  kilogram; 
minimum  weight, 
1,000  kilograms; 
Miami  to  Panama 
City. 

The  Board,  acting  pursuant  to  sections 
102,  204(a) ,  and  412  of  the  Act,  does  not 
find  the  subject  agreement  to  be  adverse 
to  the  public  interest  or  in  violation  of 
the  Act,  provided  that  approval  thereof 
is  conditioned  as  hereinafter  ordered. 

Accordingly,  it  is  ordered: 

That  Agreement  C.A.B.  17280,  R-49, 
be  approved,  provided  that  such  approval 
shall  not  constitute  approval  of  the 
specific  commodity  description  con¬ 
tained  therein  for  purposes  of  tariff 
publication. 

Any  air  carrier  party  to  the  agree¬ 
ment,  or  any  interested  person,  may, 
within  15  days  from  the  date  of  service 
of  this  order,  submit  statements  in  writ¬ 
ing  containing  reasons  deemed  appro¬ 
priate,  together  with  supporting  data,  in 
support  of  or  in  opposition  to  the  Board’s 
action  herein.  An  original  and  nineteen 
copies  of  the  statements  should  be  filed 
with  the  Board’s  Docket  Section.  The 
Board  may,  upon  consideration  of  any 
such  statements  filed,  modify  or  rescind 
its  action  herein  by  subsequent  order. 

This  order  will  be  published  in  the 

Federal  Register. 

By  the  Civil  Aeronautics  Board: 

[seal]  Harold  R.  Sanderson, 

Secretary. 

[F.R.  Doc.  64-946;  Filed,  Jan.  29,  1964; 

8:50  am.j 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  Noe.  15289, 15290] 

C  &  G  ELECTRONICS  CO.,  AND 
RADIOFONE  SERVICE 

Memorandum  Opinion  and  Order 

Designating  Applications  for  Con¬ 
solidated  Hearing  on  Stated  Issues 

In  re  applications  of  C  &  G  Electronics 
Company,  for  a  construction  permit  to 
establish  new  facilities  in  the  Domestic 
Public  Land  Mobile  Radio  Service  at  Ta¬ 
coma,  Washington,  Docket  No.  15289, 
File  No.  216-C2-P-63;  Robert  M.  Kunz, 
d/b  as  Radiofone  Service,  for  a  construc¬ 
tion  permit  to  modify  the  facilities  of 
Station  KOE518  in  the  Domestic  Public 
Land  Mobile  Radio  Service  at  Tacoma, 
Washington,  Docket  No.  15290,  File  No. 
1167-C2-P-63. 

1.  The  Commission,  by  its  Chief  of  the 
Common  Carrier  Bureau  acting  under 
delegation  of  authority,  pursuant  to  sec¬ 
tion  0.292  of  the  Commission’s  rules,  has 
before  it  (1)  an  application  filed  July  11, 
1962  by  C  &  G  Electronics  Company 
(hereinafter  called  C  ft  O)  to  establish  a 
new  two-way  communications  service. 
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using  the  frequencies  152.06  and  158.52 
Mc/s  in  the  Domestic  Public  Land  Mo¬ 
bile  Radio  Service  at  Tacoma,  Washing¬ 
ton;  and  (2)  an  application  filed  Sep¬ 
tember  7,  1962  by  Robert  M.  Kunz,  d/b 
as  Radiofone  Service  (hereinafter  called 
Radiofone)  to  modify  the  facilities  of 
Station  KOE518  by  changing  its  fre¬ 
quencies  and  equipment,  to  offer  an  im¬ 
proved  two-way  communications  serv¬ 
ice  on  the  frequencies  152.06  and  158.52 
Mc/s  in  the  Domestic  Public  Land  Mo¬ 
bile  Radio  Service  at  Tacoma,  Washing¬ 
ton.  C  it  a  and  Radiofone  are  each 
seeking  to  provide  two-way  communi¬ 
cations  service  on  the  same  frequencies 
in  the  same  general  area,  in  and  about 
Tacoma,  Washington,  and  it  appears 
that  these  applications  are  mutually  ex¬ 
clusive  by  reason  of  potential  harmful 
electrical  interference.  Therefore,  a 
comparative  hearing  is  required  to  de¬ 
termine  whether  a  grant  to  either  of  the 
applicants  would  serve  the  public  inter¬ 
est,  convenience  and  necessity. 

2.  It  also  appears  that  section  21.504 
of  the  rules  and  regulations  of  this  Com¬ 
mission  describes  a  .field  strength  con¬ 
tour  of  37  decibels  above  one  microvolt 
per  meter  as  the  limit  of  reliable  service 
area  for  base  stations  engaged  in  two- 
way  communication  service,  and  that 
the  Commission's  Report  No.  T.R.R. 
4.3.8,  entitled  “A  Summary  of  the  Tech¬ 
nical  Factors  Affecting  the  Allocation  of 
Land  Mobile  Facilities  in  the  152  to  158 
Megacycle  Band"  and  the  procedures  set 
forth  therein  are  a  proper  basis  for  es¬ 
tablishing  the  location  of  such  service 
(F50,  50)  and  interference  contours  of 
the  facilities  involved  in  this  proceed¬ 
ing. 

3.  It  also  appears  that  except  for  the 
matters  placed  in  issue  herein,  both  ap¬ 
plicants  are  financially,  technically,  le¬ 
gally  and  otherwise  qualified  to  render 
the  services  they  have  proposed. 

4.  Accordingly,  in  view  of  our  conclu¬ 
sions  above;  It  is  ordered.  Pursuant  to 
the  provisions  of  section  309(e)  of  the 
Communications  Act  of  1934,  as  amend¬ 
ed,  that  the  captioned  applications  are 
designated  for  hearing,  in  a  consolidated 
proceeding,  at  the  Commission’s  offices 
in  Washington,  D.C.,  on  a  date  to  be 
hereafter  specified,  upon  the  following 
issues: 

(a)  To  determine,  on  a  comparative 
basis,  the  nature  and  extent  of  the  serv¬ 
ices  proposed  by  each  applicant,  includ¬ 
ing  the  rates,  charges,  personnel,  prac¬ 
tices,  classifications,  regulations  and  fa¬ 
cilities  pertaining  thereto. 

(b)  To  determine  whether  any  harm¬ 
ful  interference  would  result  from  simul¬ 
taneous  operations  on  the  frequencies 
152.06  and  158.52  Mc/s  by  C  &  G  and 
Radiofone,  and  if  so,  whether  such  inter¬ 
ference  would  be  intolerable  or  unde¬ 
sirable. 

(c)  To  determine  on  a  comparative 
basis,  the  areas  and  populations  that 
C  &  G  and  Radiofone  propose  to  serve 
within  their  respective  37  dbu  median 
field  strength  contours,  based  upon  the 
standards  set  forth  in  paragraph  2 
above;  and  to  determine  the  need  for  the 
proposed  services  in  the  said  areas. 

(d)  To  determine,  in  light  of  the  evi¬ 
dence  adduced  on  all  the  foregoing  is¬ 


sues,  whether  the  public  interest,  con¬ 
venience  or  necessity  will  be  served  by 
a  grant  of  any  of  the  captioned  appli¬ 
cations,  and  the  terms  or  conditions 
which  should  be  attached  thereto,  if  any. 

5.  It  is  further  ordered,  That  the  bur¬ 
den  of  proof  on  each  of  the  issues  in 
paragraph  4  is  placed  upon  the  appli¬ 
cants  so  far  as  the  same  relates  to  their 
respective  applications;  and 

6.  It  is  further  ordered.  That  the  appli¬ 
cants  desiring  to  participate  herein  shall 
file  their  notice  of  appearance  in  accord¬ 
ance  with  the  provisions  of  §  1.221  of 
the  Commission's  rules. 

Adopted :  January  23, 1964. 

Released:  January  27, 1964. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Secretary. 

[PH.  Doc.  64-048;  Filod,  Jan.  29,  1064; 
8:50  an] 


[Docket  Nos.  14978-14075;  FCC  64R-26] 

CAIHIO  BROADCASTERS  ET  AL. 
Memorandum  Opinion  and  Order 

In  re  applications  of  Thomas  B.  Fried¬ 
man,  tr/as  Calhio  Broadcasters,  Seven 
Hills,  Ohio,  Docket  No.  14973,  File  No. 
BP-13946;  Salem  Broadcasting  Com¬ 
pany,  Salem,  Ohio,  Docket  No.  14974,  File 
No.  BP-3950;  Tele-Sonics,  Inc.,  Parma, 
Ohio,  Docket  No.  14975,  File  No.  BP- 
14992;  for  construction  permits. 

1.  The  applicants  in  this  proceeding 
seek  (a)  approval  of  an  agreement  look¬ 
ing  toward  the  dismissal  of  the  Salem 
Broadcasting  Company  (Salem)  appli¬ 
cation  for  a  new  standard  broadcast 
station  at  Salem,  Ohio,  and  the  payment 
by  Thomas  B.  Friedman,  tr/as  Calhio 
Broadcasters  (Calhio)  and  Tele-Sonics, 
Inc.  (Tele-Sonics)  to  Salem  of  an 
amount  not  to  exceed  $13,260.97,  as  par¬ 
tial  reimbursement  of  expenses  incurred 
in  connection  with  Salem’s  application; 
(b)  approval  of  an  agreement  providing 
for  a  merger  of  Calhio  and  Tele-Sonics; 
and  (c)  acceptance  of  an  amendment  to 
the  Tele-Sonics  application.  Separate 
pleadings  have  been  submitted  concern¬ 
ing  (b)  and  (c).  Inasmuch  as  the  re¬ 
sults  of  compliance  with  our  order  herein 
may  materially  affect  (b)  and  (c),  we 
are,  at  present,  limiting  our  considera¬ 
tion  to  (a)  .l 

2.  Calhio  proposes  a'- new  standard 
broadcast  station  at  Seven  Hills,  Ohio; 

1  The  Review  Board  has  the  following 
pleadings  before  it  for  consideration:  (1) 
Joint  request  for  approval  of  dismissal  agree¬ 
ment  and  motion  for  dismissal  of  the  appli¬ 
cation  of  Salon  Broadcasting  Company,  filed 
by  Calhio  Broadcasters,  Salem  Broadcasting 
Company  and  Tele-Sonics,  Inc.  on  July  15, 
1068;  <2)  Comments  on  (1),  filed  by  the 
Broadcast  Bureau  on  July  29,  1968;  (8)  Op¬ 
position  to  (1),  filed  by  Taft  Broadcasting 
Co.  on  July  30,  1963;  (4)  Reply  to  (2)  and 
(3),  filed  by  Tele-Sonics,  Inc.  on  Aug.  9, 
1963;  (5)  Reply  to  (2)  and  (3),  filed  by 
Salem  Broadcasting  Company  on  Aug.  0, 
1963;  (6)  Addenda  to  (5),  filed  by  Salem 
Broadcasting  Company  on  Aug.  14,  1963;  (7) 
Comments  on  Oppositions,  filed  by  Calhio 
Broadcasters  on  Aug.  20,  1963. 


Salem  proposes  a  new  station  at  Salem, 
Ohio;  and  Tele-Sonics  a  station  at  Par¬ 
ma,,  Ohio.  By  Commission  Order  (FCC 
63-170) ,  released  February  25,  1933 
these  applications  were  designated  far 
hearing  in  a  consolidated  proceeding  to 
determine,  among  other  things,  which 
proposal  would  better  provide  a  fair,  ef¬ 
ficient.  and  equitable  distribution  of  ra¬ 
dio  service  pursuant  to  section  307(b)  of 
the  Act.  Taft  Broadcasting  Company 
(WTVN)  and  Whitehall  Stations,  Inc. 
(WTAC) ,  were  included  among  the  re¬ 
spondents  who  were  made  parties  to  the 
proceedings. 

3.  Salem  alleges  that  its  agreement  to 
accept  out-of-pocket  expenditures  and 
to  dismiss  its  application  is  based  on 
its  conclusion  that  the  possibility  of  its 
eventual  success  in  this  proceeding  did 
not  justify  the  substantial  expense  in¬ 
volved  in  further  prosecuting  its  appli¬ 
cation.  The  Broadcast  Bureau  agrees 
that  Salem’s  expenses  were  legitimate 
and  prudent;  it  urges,  however,  that 
action  on  its  request  be  withheld  until 
after  due  publication  of  Salem’s  pro¬ 
posed  dismissal  of  its  application. 
WTVN  opposes  approval  of  the  Salem 
agreement  arguing,  in  substance,  that 
the  showing  on  expenditures  was  inade¬ 
quate;  that  publication  is  required;  and 
that  a  public  interest  finding  to  support 
such  approval  by  the  Commission  can¬ 
not  be  made. 

4.  In  effect,  Salem  concedes  that  a 
307(b)  situation  exists  and  that  it  will, 
under  S  1.525(b)  of  the  rules,  duly  pub¬ 
lish  notice  of  its  proposed  dismissal. 
Such  publication  will  be  ordered  and 
shall  include  such  pertinent  details  of 
the  proposed  Calhio-Tele-Sonics  merger 
agreement  as  will  apprise  interested 
parties  fully  concerning  their  existing 
and  proposed  competitors.  Pending 
such  publication,  action  on  the  request 
for  approval  of  the  Salem  agreement  will 
be  held  in  abeyance.  Upon  compliance 
with  said  order,  petitioners  shall  notify 
the  Review  Board  of  the  results  of  the 
publication  and  whether  such  results 
have  affected  in  any  way  petitioners’ 
other  requests  pending  before  us.* 

5.  The  dismissal  agreement  specifies 
that  Calhio  and  Tele-Sonics  will  re¬ 
imburse  Salem  for  the  legitimate  and 
prudent  expenses  which  it  has  incurred 
to  date  in  the  preparation  and  prosecu¬ 
tion  of  its  application  in  an  amount  not 
to  exceed  a  total  of  $13,260.97.*  An  affi¬ 
davit  submitted  with  the  joint  petition 
signed  by  Salem’s  president  lists  item¬ 
ized  expenses  totalling  $13,261.10.  How¬ 
ever,  supporting  affidavits  of  Salem’s  at¬ 
torneys  and  engineers  substantiate  only 

*  The  first  Of  the  22  pleadings  In  these 
matters  was  filed  on  July  15,  1963  and  the 
last  on  Nov.  5,  1963.  The  proposals  herein 
were  presented  in  staggered  form,  piecemeal, 
at  times  partly  incomplete,  and  in  some 
respects  are  contingent,  uncertain  and  ex¬ 
tremely  shy  of  clarity.  As  a  result,  the 
Board’s  task  has  been  made  unnecessarily 
complicated  and  its  efforts  to  arrive  at  an 
expeditious  determination  have  been  frus¬ 
trated.  * 

•The  dismissal  agreement  provides  that 
Salem  is  not  to  be  reimbursed  for  its  expenses 
if  another  applicant  applies  for  the  identical 
facilities  pursuant  to  publication  of  the 
Salem  dismissal. 
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*o««106  of  this  amount.  The  unsub  - 
Satiated  expenses,  totalling  $3,580.40, 
f^jude  $1,103.90  for  engineering  fees,  _ 
nH  tl  100  00  for  option  fees.  Since  pe-  Broadcasting  Company;  and  that  Salem 
loners  hare  not  substantiated  all  of  Broadcasting  Company  will  therefore 
thrfr  major  expenses,  as  required  by  comply  with  the  provisions  of  4  1.525(b) 
s 1525(a)  of  the  rules,  final  action  on  of  the  rules,  in  accordance  with  the 
[be  agreement  will  be  withheld  requirements  of  this  opinion, 

until  Salem  submits  further  supporting  Released:  January  20. 1964. 
affidavits.  _ 

5  The  Board  presently  has  pending  Federal  Communications 

before  it  several  pleadings  filed  in  con-  Commission  4 

nection  with  the  requested  merger  be-  [seal]  Ben  F.  Waple. 
tween  the  Calhio  and  Tele-Sonics  appli-  Secretary. 

cants  and  a  proposed  amendment  to  the  p  R  64r_949.  piled,  Jan.  29.  1964; 

Tele-Sonics  application.  Action  on  these  8:50  a.m.] 

pleadings  is  being  withheld  until  we 
reach  a  determination  on  the  requested 

dismissal  of  the  Salem  application.  4n  rrnrnil  UADITIIflF  PMIUK^IflM 
Its  engineering  amendment,  petitioners  rtUtKAL  mAKIIIMt  uUMMlOOlUll 
seek  the  utilization  of  the  original 

Silo  engineering  proposal  in  the  FARRELL  LINES,  INC.,  AND  DEUTSCHE 
amended  application.  Without  implying  OST-AFRIKA  UNIE  (G.m.B.H.) 
any  action  it  may  take  on  the  merger 

agreement  and  solely  for  the  purpose  Notice  of  Filing  of  Agreement 
of  assisting  toe  Parties  to  effecting  pro^  Notice  *  hereby  ^  that  the  follow- 
publication,  the  Board  now  indicates  jjjg  described  agreement  has  been  filed 
that  if  it  becomes  neces^ry  to  ride  on  with  ^  commission  for  approval  pur- 
the  proposeden gineer in g  amendment,  to  section  15  of  the  Shipping  Act, 

the  request  therefor  denied  for  the  igi6  (39  stat  733 .  75  stat.  763 ;  46  UJB.C. 

reasons  hereafter  to  be  stated.  814 )  • 

,  JL  %^ffi’irThPr  rSf*  Agreement  9292,  between  Farrell  Lines 

day  of  January  1964 .That  tocher  con-  Incorporated  and  Deutsche  Ost-Afrika 

rideretion  of  toe  joint  requ«J  for  Llnle  (Gjn£.H.) .  provides  for  a  through 
approval  of  dismissal  agreement  and  billing  arrangement  for  cargo  to  the 

STbeSSyu  and  Mogadiscio 

h  r^ih?  (Somalia  Republic)  and  United  States 

by  Caihlo  Broadcasters,  Satan  Broad-  AtlantiC  ports  with  transhipment  at 

casting  Company,  and  Tele-Sonics,  Inc.  po^s  in  Kenya  and  Tanganyika  to  ae¬ 
on  July  15, 1963,  will  be  held  to  abeyance;  cordance  with  terms  and  conditions  set 
that  Salem  Broadcasting  Company  is  forth  to  the  agreement, 
afforded  until  30  days  from  toe  date  of  Interested  parties  may  inspect  this 
release  of  this  order  the  opportunity  to  agreement  and  obtain  copies  thereof  at 
supplement  its  showing  as  to  its  expenses;  toe  Bureau  of  Foreign  Regulation,  Fed- 


Xffectlve 

date* 


pended 


J.  A.  Kimmey  (Oper¬ 
ator),  et  al.,  Drisooll 
Bldg.,  Corpus 
Christ!,  Tex. 

The  Superior  OH  Co., 
Box  1521,  Houston, 
Tex. 

Pan  American  Petro¬ 
leum  Corp.,  P.O. 
Box  591,  Tulsa  2, 
Okla. 

Pubco  Petroleum 
Corp.,  P.O.  Box 
1419,  Albuquerque, 
N.Mex.  Attn:  Mr. 
Frank  D.  Gorham, 


RIM-536 


El  Paso  Natural  Gas  Co.  (Various 
Pictured  Cliffs  Fields,  San  Juan 
and  Rio  Arriba  Counties,  N.  MexJ 
(San  Juan  Basin  Area). 


Area). 

El  Paso  Natural  Gas  Co.  (Jlcarflla 
Field,  Rio  Arriba  County,  N.  Mex.) 


Marathon  Oil  Co.,  539 


South  Main  St., 
Findlay,  Ohio,  46840. 


J  The  stated  effective  date  ia  the  effective  date  requested  by  Respondent. 

'The  suspension  period  is  limited  to  one  day. 

Periodic  rate  increme. 

Pressure  base  is  14J6  psia. 

stated  effective  date  is  the  first  day  after  expiration  of  the  required  statutory 


*  Subject  to  a  downward  Btu  adjustment. 

*  Pressure  base  ia  15.925  pels. 

*  Includes  partial  reimbursement  lor  full  2.56  percent  New  Mexico  Emergency 
School  Tax. 

*•  For  gas  produced  from  Pictured  Cliffs  Formation. 


Does  not  consolidate  for  hearing  or  dispose  of  the  several  matters  herein. 

Concurring  statement  at  Chairman  Berkemeyer  and  dissenting  statement  of  Board  Member  Slone  filed  as  part  of  original  document. 


Cents  per  Mof* 

Rate  in 
effect  sab- 

Rate  in 
effect 

Proposed 

increased 

rate 

jeette 
refund  ia 
docket 
Noe. 

1X5 

••14.6 

14.0 

*  *  16.0 

*1X6 

•**1X6 

RI64-46 

*11.2104 

: 

•••1X2308 

R 164-91 

•*•11.2104 

**•*•12.2308 

RI64-91 

11.0 

**•12.2295 

■  t 

NOTICES 


J.  A.  Klmmey  (Operator),  et  al,  The  Commission  finds.  It  is  necessary  (Project No. 2423] 

(Kimmey)  request  waiver  of  notice  to  and  proper  in  the  public  interest  and  ... 

make  their  proposed  rate  increase  effec-  to  aid  in  the  enforcement  of  the  provi-  BROWN  CO. 

tive  as  of  January  1,  1964,  and  Pubco  sions  of  the  Natural  Gas  Act  that  the  w  ..  *  A  x 

Petroleum  Corporation  proposes  an  Commission  alter  upon  hearings  con-  PIOT,M  or  application  for  License 

effective  date  of  January  1, 1964,  the  con-  eming  the  contractual  basis  for  Pubco  .tawtt*pvoo 

tractually  provided  effective  date,  for  its  and  Marathon’s  proposed  rate  filings  ..  .  .  ,,  .  **T *3’ 1964 

rate  Increases.  Good  cause  has  not  been  which  SI  Paso  has  protested,  as  well  as  15  h^e5y  that  ap- 

shown  for  waiving  the  30-day  notice  the  statutory  lawfulness  of  the  in-  on_h?_  the  Fed- 

requirement  provided  in  section  4(d)  of  creased  rates  and  charges  contained  S™S,0W5r^ct  <16  ,  ,C’  7®lar-825r)  by 

the  Natural  Gas  Act  to  permit  an  earlier  Kimmey,  Superior,  and  Pan  American’s  Tl£rnwCoIJip  ^ny  (®prresPondence  to: 
effective  date  for  the  aforementioned  proposed  rate  filings,  and  that  the  above-  ‘v?rclan’  Vice  President  and 

producers’  rate  filings  and  such  requests  designated  supplements  be  suspended  2^55+ ar«  ,fown»  company,  650  Main 
are  denied.  and  the  use  thereof  deferred  as  herein-  5”®”*  . Hampshire)  for 

The  basic  contracts  of  Kimmey,  The  after  ordered.  U£ense  for  congructed  Project  No.  2423, 

Superior  Oil  Company  (Superior)  and  The  Commission  orders:  5s  Project,  located 

Pan  American  Petroleum  Corporation  (A)  Pursuant  to  the  authority  of  the  •  tPe  Androscoggin  River,  city  of  Ber- 

(Pan  American)  are  dated  after  the  is-  Natural  Gas  Act,  particularly  sections  County,  New  Hampshire, 

suance  of  the  Commission’s  Statement  of  4  and  15  thereof,  the  Commission’s  rules  Q*ayLP?0i^  v50?slsts  0  , a  <!am  ab°ut 
General  Policy  No.  61-1,  as  amended,  of  practice  and  procedure,  and  the  reg-  JJjJJ r5f*J .  ngl timber 
and  the  proposed  rates  are  above  the  ulatlons  under  the  Natural  Gas  Act  (18  fo,0u:  *  loI*s  extend- 

applicable  area  ceiling  for  increased  CFR,  Chapter  I),  public  hearings  shall  2L  diag0I*ally  down‘ 

rates  but  below  the  initial  service  ceil-  be  held  upon  dates  to  be  fixed  by  notices  ,  bank  (including  a 

ings  for  the  area  involved.  We  believe,  from  the  Secretary  concerning  the  con-  JJ;y  ar°UJ  id  J  *  wide  „and  also 

in  this  situation,  that  these  producers’  tractual  basis  for  Public  and  Mara-  about  198  feet  generally  down- 

rate  filings  should  be  suspended  for  one  thon’s  proposed  rate  filings  which  El  ««  ?  concre,te  °ge®  section  about 

day  from  the  effective  date  shown  in  the  Paso  has  protested,  and  the  statutory  “JL l0S5’  ani *  timber  crib  section 
attached  tabulation.  lawfulness  of  the  rates  and  charges  con-  (topped  with  dashboards  about  2  feet 

The  proposed  rate  increases  of  Pubco  tained  in  Kimmey,  Superior,  and  Pan  high  about  200  feet  long  extending 
Petroleum  Corporation  (Pubco)  and  American’s  proposed  rate  supplements,  further  downstream  to  a  sluice  gate 
Marathon  Oil  Company  (Marathon)  in-  (B)  Pending  hearings  and  decisions  section  having  2  gates,  each  7  feet  wide, 
elude  partial  reimbursement  for  the  full  thereon,  the  above-designated  rate  sup-  adjacent  to  the  gatehouse;  a  gatehouse 
2.55  percent  New  Mexico  Oil  and  Gas  plements  are  hereby  suspended  and  the  adjacent  to  the  right  bank;  3  wood  stave 
Emergency  School  Tax  which  was  in-  use  thereof  deferred  until  the  date  in-  penstocks  13  feet  in  diameter  and  about 
creased  from  2.0  percent  to  2.55  percent  dicated  in  the  above  “Date  suspended  1250  feet  long-  a  powerhouse  on  the  right 
effective  April  1,  1963.  El  Paso  Natural  until’’  column,  and  thereafter  until  such  bank  containing  three  5  000  horseDower 
Gas  Company  (El  Paso)  questions  the  further  time  as  they  are  made  effective  ^ines  dhect  connoted  to  th^ao 
right  of  Pubco  and  Marathon  under  their  in  the  manner  prescribed  by  the  Natural  **  3,80$ 

tax  reimbursement  clauses  to  file  rate  Gas  Act:  Provided,  however.  That  the  a  substation;  an(» 

increases  reflecting  tax  reimbursement  supplements  to  the  rate  schedules  filed  ap?ur"I}am 

computed  on  the  basis  of  an  increase  in  by  Respondents,  as  set  forth  above,  shall  Protests  or  petitions  to  intervene  may 
tax  rate  by  the  New  Mexico  Legislature  become  effective  subject  to  refund  on  Be  filed  with  the  Federal  Power  Commis- 
in  excess  of  0.55  percent.  While  El  Paso  the  date  and  in  the  manner  herein  pre-  sion,  Washington,  D.C.,  20426,  in  accord- 
concedes  that  the  New  Mexico  tax  legis-  scribed  if  within  20  days  from  the  date  ance  with  the  rules  of  practice  and  pro- 


1  Does  not  consolidate  for  bearing  or  dis¬ 
pose  of  the  several  matters  herein. 
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Rate  In 
effect  sub¬ 
ject  to 
refund  in 
docket 
Nos. 


Proposed 
increased  rate 


Rato  in  effect 


Colorado  Interstate  Gas  Co. 
(Southwe£  Campcreek 
and  Mocane  Fields,  Bea¬ 
ver  County,  Okla.)  (Pan¬ 
handle  Area). 

Northern  Natural  Gas  Co. 
(Spearman  North  Field, 
Hansford  County,  Tex.) 
(R.R.  District  No.  10). 

El  Paso  Natural  Gas  Co. 

(Gallegos-Gallup  Sand 

Jnit,  San  Juan  Field,  San 
Juan  County,  N.  Mex.) 
(San  Juan  Basin  Area). 
El  Paso  Natural  Gas  Co. 
(Ignacio-Bianco  Field,  La 
Plata  County,  Colo.). 


$1,406 


RI64-53®. 


South  Detroit, 
Tulsa  20,  Okla. 


•••»•  1*0677 


Atlas  Corp.,  2000  Na¬ 
tional  Bank  of 
Tulsa  Bldg.,  Tulsa 
3.  Okla.  Attn:  Mr. 
F.  T.  Anderson. 
Pubco  Petroleum 
Corp.,  P.O.  Box 
1419,  Albuquerque, 
N.  Mei.  Attn: 
Mr.  Frank  D. 
Gorham,  Jr. 


RIM-540. 


BIM-541. 


El  Paso  Natural  Gas  Co. 
(Bianco-Mesa  Verde 
Field,  San  Juan  County, 
N.  Mex.)  (San  Juan  Basin 
Area). 


RI64-91 


u  i*13. 2295 


s  mu  14.2601 

sin  it  14. 2601 
*•**14.2693 


R 164-91 
R 164-91 

SSM-146 


UH13.2295 
m*  13.2295 
1*13.2501 


Southern  Union  Gathering 
Co.  (Bianco-Mesa  Verde 
Field,  San  Juan  County, 
N.  Mex.)  (San  Juan  Basin 
Area). 

El  Paso  Natural  Gas  Co. 
(South  Blanco-Pictured 
Cliffs  Field  and  Bianco- 
Mesa  Verde  Field,  Rio 
Arriba  County,  N.  Mex.) 
(8an  Juan  Basin  Area). 

Southern  Union  Gathering 
Co.  (Bianco-Mesa  Verde 
Field,  San  Juan  County, 
N.  Mex.)  (San  Juan 
Basin  Area). 


*  •  li  li  i*  14. 2501 


H  i*  i*  13. 2295 


R 164-145 


i*  13. 2501 


»  •  i*  14. 2693 
*•1*142693 
•  * »  14. 2693 


RI64-146 
R 164-1 45 
RI64-146 


1*  13.2501 
i*  13. 2501 
1*13.2501 


RI64-544 _ Pubco  Petroleum  Corp, 

(Operator),  et  al. 


El  Paso  Natural  Gas  Co. 
(Basin-Dakota  Field,  San 
Juan  and  Rio  Arriba 
Counties,  N.  Mex.)  (San 
Juan  Basin  Area). 

Panhandle  Eastern  Pipe 
Line  Co.,  (McKee  Plant, 
Panhandle  Field,  Moore 
County,  Tex.)  (R.R.  Dis¬ 
trict  No.  10). 

Lone  Star  Gas  Co.  (North 
Heaklton  Field,  Carter 
County,  Okla.)  (Okla¬ 
homa  ‘‘Other”  Area). 


RIM-542. 


The  Shamrock  Oil 
and  Gas  Corp., 

P.O.  Box  631, 
Amarillo,  Tex. 

Socony  Mobil  Oil 
Co.,  Inc.,  156  East 
42d  St.,  New  York, 
N.Y.,  10017. 

Sun  Oil  Co.,  1608  Wal¬ 
nut  St.,  Philadelphia, 
Pa.,  16103.  Attn: 
Mr.  C.  E.  Webber. 

H.  H.  Phillips,  et  aL, 
Milam  Bldg!,  San 
Antonio,  Tex.,  78206. 


RIM-543. 


RWO-139 


_  Other”  Area). 

Northern  Natural  Gsa  Co 

Sumont  Pool,  Lea  County, 

.  Mex.)  (Permian  Basin 
Area). 

El  Paso  Natural  Gas  Co. 
(Allison  Unit,  San  Joan 
County,  N.  Mex.)  (San 
Juan  Basin  Area)  and  (La 
Plata  and  Archuleta  Coun¬ 
ties,  Colo.). 

El  Paso  Natural  Gas  Co. 

i Bianco-Mesa  Verde 
'ield,  San  Juan  County, 
N.  Mex.)  (8an  Juan 
Basin  Area). 

El  Paso  Natural  Gas  Co. 
(Rio  Arriba  County,  N. 
Mex.)  (San  Juan  Basin 
Area). 

El  Paso  Natural  Gas  Co. 
(Blanco  Field,  San  Juan 
County,  N.  Mex.)  (San 
Juan  Basin  Area). 

El  Paso  Natural  Gas  Co., 
(Laplata  Area,  Blanco 
Field,  San  Juan  County, 
N.  Mex.)  (San  Juan  Bara* 
Area). 

Transcontinental  Gas  Pipe 
Line  Corp.  (North  Mark¬ 
ham-North  Bay  City 
Field,  Matagorda  County, 
Tex.)  (R.R.  District  No. 
$). 

El  Paso  Natural  Gas  Co. 
(Knti  Canyon  Area,  San 
Juan  County,  N.  Mex.) 
(San  Juan  Basin  Area). 


RIM-545. 


Mill  IL 6487 


•1*10.5445 


RIM-474. 


RIM-546—  The  Atlantic  Refining 
Co.,  P.O.  Box  2619, 


•  ■•12.0509 


RIM-647. 


The  Superior  Oil  Co., 
P.O.  Box  1521, 
Houston,  Tex.. 
77001.  Attn:  H.  W. 
Varner,  attorney. 

R.  8.  Murray,  Jr.,  et 
al.,  P.O.  Box  17,  El 
Paso,  Tex.,  79999. 

Marathon  Oil  Co.,  539 
South  Main  St., 
Findlay,  Ohio. 


■  ••>1140536 


RIM-548. 


RIM-649. 


314.  IK 


Marathon  Oil  Co. 

(Operator),  et  al. 


footnotes  at  end  of  table. 
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Effective 
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Rate 

Supple- 
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Date 

date 

Date  sus- 

Docket 

Respondent 

ached- 

meat 

Purchaser  and  producing 

of  annual 

filing 

unless 

pended 

jeetto 
refund  in 
docket 

No. 

ule 

No. 

area 

increase 

tendered 

BUS- 

until — 

Proposed 

No. 

pended 

Rate  In  effect 

Increased  rate 

Nos. 

RI64-661 _ 

Shiprock  Industries, 
Ins.  (Operator)/* *•! 
sL  2000  Natural 

t 

10 

El  Paso  Natural  Oas  Co. 
(Bianco-Mesa  Verde  and 
Basin-Dakota  PooL  San 
Juan  County,  N.  Mex.) 

1604 

12-30-68 

*1-30-64 

0-80-04 

“18.0 

*••“14.0636 

Tulsa,  Okla. 

Attn:  Mr.  F.  T. 
Anderson. 

Ashland  OU  A  Re- 

(San  Juan  Basin  Area). 

RI64-662... 

141 

1 

Panhandle  Eastern  Pipe 

3,447 

12-31-63 

*2-  1-04 

7-  1-64 

*•17.0 

*•*20.088 

Line  Co.  (Beaver  Cormiy, 
Okla.)  (Panhandle  Area). 

1.  Tex.  Attn:  H. 

RI64-553... 

101 

4 

Michigan- Wisconsin  Pipe 

11,460 

1-  2-64 

*2-17-64 

7-17-04 

*17.0 

*•*10.8 

m  j.-n  r~r  vSkM 

Line  Co.  (Laverae  and 

Houston,  Tex.. 

Northeast  Buffalo  Fields, 

77001.  Attn:  Fred 

Harper  and  Beaver 

T.  O’Leary, 
assistant  director. 

natural  gas  activi¬ 

ties.  Attn:  Bruce 

Counties,  Okla.)  (Pan¬ 
handle  Area). 

• 

R.  Merrill,  legal 
department. 

1-  6-64 

RI64-664 _ 

Petroleum,  Inc. 

10 

1 

Panhandle  Eastern  Pipe 
Line  Co.  (Carthage  Field, 
Texas  County,  Okla.) 

160 

*2-6-64 

7-  0-64 

18.0 

*  *  16. 0 

(Operator),  et  al. 

362  North  Broad¬ 
way,  Wichita, 

Kans. 

V 

(Oklahoma-Panbandle 

Area) 

Lone  Star  Oas  Co.  (Pan- 

RI64-666 _ 

Socony  Mobil  Oil 

118 

8 

2,644 

1-  3-64 

*  2-  3-64 

7-  3-64 

0.0 

•“12.38 

Co.,  Inc.  (Oper¬ 
ator),  et  al.  160 

East  42d  St.,  New 

tber  Creek  Field,  Garvin 
County,  Okla.)  (Okla¬ 
homa  “Other”  Area). 

York,  N.Y.,  10017. 

RI64-666 _ 

A.  L.  Abercrombie 

2 

8 

Cities  Service  Oas  Com- 

800 

1-0-64 

*2-  0-64 

7-6-64 

•12.0 

*••13.0 

(Operator),  et  al. 

801  Union  Center 

pany  (North  Rhodes 
Field,  Barber  County, 

Bldg.,  Wichita  2, 
Kans.,  67202. 

Kans.). 

. do . 

8 

3 

Cities  Service  Oas  Co. 

260 

1-  0-64 

*2-6-64 

7-0-64 

*  12.0 

•  *•13.0 

(Rhodes  Field,  Barber 
County,  Kans.). 

'  Panhandle  Eastern  Pipe 

R 164-567. _ 

A.  L.  Abercrombie, 

4 

3 

160 

1-  6-64 

*2-  0-64 

7-  0-64 

S' 

12.0 

•  *  18. 0 

et  al. 

Line  Co.  (Texas  County, 

- 

Okla.)  (Oklahoma-Pan- 
bandle  Area). 

6 

4 

Cities  Service  Oas  Co. 

1,600 

1-6-64 

*2-  6-64 

7-6-64 

•12.0 

•  *•13.0 

{North  Rhodes  Field, 
Barber  County,  Kans.). 

— 

RI64-668... 

San  Jacinto  Oil  and 

11 

10 

Texas  Eastern  Transmis- 

22,820 

1-  2-64 

*2-2-64 

7-  2-64 

**14.6 

* 4 16. 6 

Q as  Co.  (Operator), 
et  al.,  San  Jacinto 

sion  Corp.  (Big  Hill  Field. 
Jefferson  County,  Tex.) 
(R.R.  District  No.  3). 

Bldg.,  Houston, 

Tex.,  77002.  Attn: 
R.  C.  Dougherty, 

N.  B.  Hunt,  700  Mer- 

* 

RI64-660 _ 

8 

11 

Natural  Oas  Pipeline  Co. 

2,004 

1-  0-64 

*2-  6-64 

7-  0-64 

*  17. 12824 

•  *  *  19. 8 

G-16086 

cantile  Bank  Bldg., 
Dallas  1,  Tex. 

of  America  (West  Bernard 
Field,  Wharton  County, 
Tex.)  (R.R.  District  No.  3). 
United  Oas  Pipe  Line  Co. 

RI64-660... 

Monsanto  Chemical 

31 

22,760 

12-27-63 

*1-81-04 

6-80-64 

*18.28 

•  i*21. 78 

Co.,  1401  Sooth 
Coast  Bldg.,  Hous¬ 
ton  2,  Tex. 

■ 

(Ada  Field,  Bienville 
Parish,  La.). 

*  The  stated  effective  date  is  tbe  first  day  alter  expiration  of  the  required  statutory 
notice. 

*  Periodic  rate  Increase. 

•  Pressure  base  is  14.96  psia. 

•  Subject  to  an  upward  and  downward  Btu  adjustment  from  1000  Btu’s  (net  rates 
for  Dixon  and  Shadden  Units  before  increase  are  17.43  cents  and  16.83  cents  per  Mcf, 
respectively,  net  rates  after  increase  are  18.60  cents  and  17.06  cents,  respectively,  based 
on  Btu  content  of  1162  and  1122,  respectively,  as  stated  in  filing. 

•  Subject  to  downward  Btu  adjustment. 

* Tbe  stated  effective  date  is  the  effective  date  requested  by  Respondent. 

*  Pressure  base  is  16.026  psia. 

i  Includes  partial  reimbursement  for  0.66  percent  increase  in  New  Mexico  Emer¬ 
gency  School  Tax. 

i*  Inclusive  of  1.0  cent  per  Mcf  minimum  guarantee  for  liquids. 

»  Includes  1.0  cent  per  Mcf  added  to  reflect  minimum  guarantee  for  liquids. 

<*  Includes  partial  reimbursement  for  full  2.66  percent  New  Mexico  Emergency 
School  Tax. 

»  For  gas  produced  tram  Mesa  Verde  Formation. 

>4  Periodic  increase  in  compression  charge. 

>•  Includes  base  rate  of  11.0  cents  plus  1.0  cent  for  compression  charged  by  Seller. 

*•  Includes  base  rate  of  11.0  cents  plus  0.6  cent  for  compression  charged  by  Seller. 


>*  Favored -nation  rate  increase. 

i>  Subject  to  0.6  cent  per  Mcf  reduction  for  compression. 

'•  Previously  reported  as  14.0  cents  per  Mcf  suspended  in  Docket  No.  RI64-474 
(superseded  rate). 

*4  Rate  applicable  to  gas  produced  from  Mesa  Verde  Formation  only. 

»  Converted  from  contractually  provided  for  pressure  base  of  16.7  psia  to  the  area 
pressure  base  of  14.66  psia. 


Th 


*  Rate  includes  0.21031  cent  dehydration  paid  to  Seller  by  Buyer. . 

**  Exclusive  of  acreage  added  by  Supplement  No.  1  (Supplemental  Agreement  dated 


July  26,  1063). 

*4  Base  price  of  10.6  cents  per  Mcf  plus  0.686  cent  per  Mcf  for  upward  Btu  adjust¬ 
ment. 

*»  Temporary  certificate  issued  October  27,  1060,  in  Docket  No.  CI61-16  at  initial 
rate  of  17.0  cents  per  Mcf  not  subject  to  any  upward  Btu  adjustment. 

*•  Price  subject  to  upward  Btu  adjustment. 

Rate  is  result  of  Settlement  Offer  approved  by  Commission  order  issued  Novem¬ 
ber  10, 1060,  in  Docket  Nos.  0-13312  et  al. 

**  Redetermined  rate  increase. 

*•  Rate  includes  compression,  gathering  and  dehydration  charges  deducted  by 
Buyer. 

*°  Includes  1.76  cents  per  Mcf  tax  reimbursement. 


Apache  Corporation,  Pubco  Petroleum 
Corporation  and  Pubco  Petroleum  Cor¬ 
poration.  (Operator) ,  et  al.,  H.  H.  Phillips, 
et  al.  (Phillips),  and  The  Atlantic  Re¬ 
fining  Company  request  an  effective  date 
of  January  1,  1964,  for  their  proposed 
rate  increases.  Socony  Mobil  Oil  Com¬ 
pany,  Inc.  (Operator) ,  et  al.,  and  Mara¬ 
thon  Oil  Company  (Marathon)  (Supple¬ 
ment  No.  13  to  Marathon’s  FPC  Gas  Rate 
Schedule  No.  10)  request  an  effective  date 
of  February  1,  1964,  for  their  proposed 
rate  filings.  N.  B.  Hunt  requests  a  retro¬ 
active  effective  date  of  September  1, 1963, 
for  his  proposed  rate  Increase.  Good 


cause  has  not  been  shown  for  waiving 
the  30-day  notice  requirement  provided 
in  section  4(d)  of  the  Natural  Gas  Act  to 
permit  an  earlier  effective  date  for  the 
aforementioned  producers’  rate  filings 
and  such  requests  are  denied. 

Supplements  Nos.  26,  3,  3,  and  5  to 
Pubco  Petroleum  Corporation’s  FPC  Gas 
Rate  Schedules  Nos.  1,  2,  3,  and  7,  re¬ 
spectively;  Supplement  No.  12  to  Pubco 
Petroleum  Corporation  (Operator) ,  et  al. 
FPC  Gas  Rate  Schedule  No.  13;  Supple¬ 
ment  No.  4  to  Marathon’s  FPC  Gas  Rate 
Schedule  No.  24;  Supplement  No.  2  to 
Marathon  Oil  Company  (Operator),  et 


al.,  FPC  Gas  Rate  Schedule  No.  55,  and 
the  rate  filings  of  H.  H.  Phillips,  et  al., 

The  Superior  Oil  Company  and  Shiprock 
Industries,  Inc.  (Operator),  et  al.,  pro¬ 
vide  for  tax  reimbursement  computed  on  e 
the  contract  base  rate  of  12.0  cents  per 
Mcf  exclusive  of  1.0  cent  per  Mcf  mini¬ 
mum  guarantee  for  liquids.  The  addi-  j 
tion  of  this  minimum  guarantee  of  10  c 
cent  per  Mcf  to  the  base  rate  to  12.0  ^ 

cents  per  Mcf  plus  tax  reimbursement 
results  in  a  total  proposed  rate  in  excess 
of  the  13.0  cents  per  Mcf  area  ceiling  for 
increased  rates  in  the  San  Juan  Basin  I 
Area. 
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The  proposed  rate  increases  of  Pubco  Schedule  No.  1  now  under  suspension  in 
petroleum  corporation  and  Pubco  Petro-  Docket  No.  RI64-474. 

corporation  (Operator),  et  al..  re-  .  (2)  It  is  necessary  and  proper  in  the 

partial  reimbursement  for  the  full  public  interest  and  to  aid  in  the  enforce- 
! «  percent  New  Mexico  Emergency  meat  of  the  provisions  of  the  Natural 
Shnol  Tax  which  Vas  increased  from  Gas  Act  that  the  Commission  enter  upon 
on  percent  to  2.55  percent  on  April  1,  hearings  concerning  the  contractual 
'063  The  producers  have  previously  basis  of  the  proposed  rate  filings  which 
filed  for  this  reimbursement  and  the  buy-  El  Paso  and  Southern  Union  have  pro- 
prS  El  Paso  Natural  Gas  Company  (El  tested,  as  set  forth  above,  and  the  statu- 
Paso)  and  Southern  Union  Gathering  tory  lawfulness  of  all  of  the  producers’ 
Company  (Southern  Union),  have  pro-  proposed  changes,  and  that  the  above- 
tested  the  filings.  El  Paso  questions  the  designated  supplements  be  suspended 
right  of  the  producers  under  their  tax  and  the  use  thereof  deferred  as  herein- 
reimbursement  clauses  to  file  a  rate  in-  after  ordered. 


ing  cost  to  the  proposed  increase  rate  ments. 

of  11.5487  cents  per  Mcf,  already  in  ex-  (C)  Pending  hearings  and  decisions 
cess  of  the  11.0  cents  per  Mcf  area  thereon,  the  rate  supplements  herein  are 
ceiling  price,  would  amount  to  a  total  suspended  and  their  use  deferred  until 
rate  of  approximately  12.7987  cents  per  date  shown  in  the  “Date  Suspended  Un- 
Mcf  for  pipeline  quality  gas  is  sus-  til”  column,  and  thereafter  until  made 
pended  as  hereinafter  ordered.  effective  as  prescribed  by  the  Natural 

The  rate  filing  of  Phillips  was  sub-  Gas  Act. 
mitted  to  replace  a  previous  flung  which  ®)  Until  otherwise  ordered  by  the 
did  not  include  the  interests  of  the  “et  Commission,  neither  the  suspended  sup- 
al”  parties.  The  instant  filing  includes  plements.  nor  the  rate  schedules  sought 
such  interests.  The  previous  filing,  sub-  Lo  be  altered,  shall  be  changed  until  dis- 
mitted  on  December  2,  1963,  was  sus-  position  of  these  proceedings  or  expira- 
pended  by  the  Commission’s  order  issued  tion  °*  *be  suspension  period. 

December  26,  1963,  in  Docket  No.  RI64-  (E)  Notices  of  intervention  or  peti- 

474  until  June  2,  1964.  We  believe  it  Uons  to  intervene  may  be  filed  with  the 
to  be  in  the  public  interest  to  permit  Federal  Power  Commission,  Washington, 
Phillips  to  substitute  instant  rate  fll-  D.C.,  20426,  in  accordance  with  the  rules 
ing  of  January  3, 1964,  for  the  rate  filing  ot  and  pr®°?iur*  J C18 

of  December  2,  1963,  now  under  suspen-  nnd  1.37(f) )  on  or  before  March  9, 1964. 
sion  in  Docket  No.  RI64-474.  Under  the  B*  Commission.  Commissioner 

circumstances,  the  suspension  period  for  Woodward  dissenting  to  the  suspension 
Phillips’  rate  filing  may  be  shortened  to  Supplements  Nos.  26,  3,  3,  and  5  to 
terminate  concurrently  with  the  suspen- 

sion  period  (June  2, 1964)  in  said  docket,  tively,  in  Docket  No.  RI64— 541,  Pubco 
All  of  the  proposed  increased  rates  Petroleum  Corporation;  Supplement  No. 
and  charges  exceed  the  applicable  area  12  to  ****  Schedule  No.  13  in  Docket  No. 
price  levels  for  increased  rates  as  set  S'164-544-  Pubco  Petroleum  Corporation 
forth  in  the  Commission’s  Statement  of  (Operator),  ®t  ah;  and  the  rate  filings 
General  Policy  No.  61-1,  as  amended  to  Docket  No.  RI64-474,  H.  H.  Phillips; 

(18  CFR,  Chapter  I.  Part  2,  §  2.56) .  S6ti47^Th«SPf^°r  C£miPaIZ\ 
The  proposed  changed  rates  and  Docket  No.  RI64-549,  Marathon  Oil 

Charges  may  be  unjust,  unreasonable.  (Cteera^or)°'  ““a?: 

imduly  dtaninilnatory.  or  preferential,  ‘nd  eSLh  No  M64-°51,  Shlprak  & 
wJ^herwise  unlawful.  dustries,  Inc.  (Operator) ,  et  al. 

The  Commission  finds:  -  Commissioner  Woodward  not  partici- 

(1)  Good  cause  has  been  shown  that  pating  in  the  suspension  of  the  rate  fil- 
Phillips’  proposed  periodic  rate  increase,  ing  in  Docket  No.  RI 64-658.  San  Jacinto 
designated  as  Supplement  No.  3  to  Phil-  .  Oil  and  Gas  Company  (Operator),  et  al. 
lips’  FPC  Gas  Rate  Schedule  No.  1,  be  [seal]  Joseph  H.  Guram*, 

Permitted  to  be  substituted  for  the  Secretary. 

Periodic  rate  increase  contained  in  Sup-  [ph.  doc.  64-813;  Filed.  Jan.  29,  1964; 
Plement  No.  2  to  Phillips’  FPC  Gas  Rate  8:45  am.]  . 


INTERAGENCY  TEXTILE 
ADMINISTRATIVE  COMMITTEE 

COTTON  TEXTILES  AND  COTTON  TEX¬ 
TILE  PRODUCTS  UNDER  LONG  TERM 
ARRANGEMENT  REGARDING  IN¬ 
TERNATIONAL  TRADE  IN  COTTON 
TEXTILES 

Amendment  of  List  of  Tariff  Schedules 
of  United  States  Annotated  Numbers 

January  23, 1964. 

There  is  published  below  a  letter  dated 
December  23,  1963,  from  the  Acting 
Chairman,  Interagency  Textile  Adminis¬ 
trative  Committee,  to  the  Commissioner 
of  Customs,  amending  the  list  of  Tariff 
Schedules  of  the  United  States  Anno¬ 
tated  numbers,  used  by  the  United  States 
in  administering  the  Long  Term  Ar¬ 
rangement  Regarding  International 
Trade  in  Cotton  Textiles  originally  pub¬ 
lished  in  the  Federal  Register  of  October 
1,  1963  (28  F.R.  10551). 

James<S.  Love,  Jr„ 
Chairman,  Interagency  Textile 
Administrative  Committee, 
and  Deputy  to  the  Secretary 
of  Commerce  for  Textile 
Programs. 

The  Secretary  or  Commerce 

interagency  textile  administrative 
COMMITTEE 

Washington  25,  DX3„ 
December  23, 1963, 

Commissioner  or  Customs, 

Department  or  the  Treasury, 

Washington,  D.O. 

Dear  Mr.  Commissioner:  With  the  inau¬ 
guration  of  the  new  TJ3.UJ3JL  numbers  In 
September  1963,  infants’  shirts  ornamented 
(formerly  included  in  Schedule  ▲  numbers 
3113  935  and  3113  945)  and  infants’  shirts  not 
ornamented  (formerly  Schedule  A  numbers 
3113  126,  3113  127,  3113  128,  3113  129,  3113 
177,  3113  178,  3113  179,  3113  181,  and  3113 
182),  were  all  included  under  two  TJB.VBJL 
numbers  382.0377  and  3823366.  These  two 
TJ3.U.S.A.  numbers  were  residual  classifica¬ 
tions  under  women's,  girls’,  and  infants’ 
wearing  apparel  and  this  change  resulted  in 
infants’  shirts  being  moved  from  Categories 
45  and  46,  under  the  Schedule  A  number 
system  of  classification  to  Category  63  under 
the  T.S.UA.A.  classification  system.  On 
November  21  a  CJ.E.  (TB.UJ3A.  90)  was 
issued  creating  four  new  T8.U.SA  numbers, 
two  for  ornamented  shirts  and  two  for  non- 
ornamented  shirts. 

In  order  to  preserve  the  category  structure 
and  restore  the  historical  continuity  of  the 
statistical  data,  we  are  requesting  that 
TB.UB.A.  numbers  3823370  and  382.0398  be 
assigned  to  Category  45  and  T.8.UJ3A.  num¬ 
bers  3823368  and  382.0397  be  assigned  to 
Category  46  rather  than  to  Category  63  where 
they  are  currently  being  assigned.  The  two 
original  TJS.UJ3JL  numbers  from  which  these 
have  been  broken  out  3823366  and  382.0377 
should  be  retained  in  Category  63. 

Sincerely  yours, 

Thomas  Jett  Davis, 
Acting  Chairman,  Interagency  Tex¬ 
tile  Administrative  Committee, 
and  Acting  Deputy  to  the  Secre¬ 
tary  of  Commerce  for  Textile 
Programs. 

[FJEL  Doc.  64-026;  Filed.  Jan.  29.  1981c 
8:47  am..] 


1<M 

OmCE  OF  EMERGENCY 
PLANNING 

H.  M.  BOTKIN 

Appointee’s  Statement  of  Changes  in 
Business  Interests 

The  following  statement  lists  the 
names  and  concerns  required  by  subsec¬ 
tion  710(b)  (6)  of  the  Defense  Production 
Act  of  I960,  as  amended. 

No  change  since  last  submission,  pub¬ 
lished  August  21.  1963  (28  Fit.  9224) . 

Dated:  December  24, 1963. 

H.  M.  Botkin. 

[Fit.  Doe.  64-902;  Filed,  Jan.  29,  1964; 
8:46  am.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  24SP-8146] 

HOMESTEAD  GOLD  EXPLORATION 
CORP. 

Notice  and  Order  for  Hearing 
January  24,  1964. 

I.  Homestead  Gold  Exploration  Cor¬ 
poration  (issuer)  3460  Wilshire  Boule¬ 
vard,  Los  Angeles  5,  California,  was  in¬ 
corporated  in  California  in  1962  to  engage 
in  the  general  business  of  exploration  of 
mining  properties. 

On  May  10,  1963,  issuer  filed  with  the 
San  Francisco  Regional  Office  a  noti¬ 
fication  on  Form  1-A  and  offering  cir¬ 
cular  relating  to  an  offering  of  300,000 
shares  of  its  $1.00  par  value  common 
stock  at  $1.00  per  share,  for  an  aggregate 
amount  of  $300,000,  for  the  purpose  of 
obtaining  an  exemption  from  the  regis¬ 
tration  requirements  of  the  Securities 
Act  of  1933,  as  amended,  pursuant  to  the 
provisions  of  section  3(b)  thereof  and 
Regulation  A  promulgated  thereunder. 
V.  K.  Osborne  k  Sons,  Inc.,  a  California 
corporation,  was  the  underwriter.  The 
offering  commenced  on  or  about  June  11, 
1963. 

n.  The  Commission,  on  December  18, 
1963,  Issued  an  order  pursuant  to  Rule 
261  of  the  general  rules  and  regulations 
under  the  Securities  Act  of  1933,  as 
amended,  temporarily  suspending  the 
issuer’s  exemption  under  Regulation  A, 
and  affording  to  any  person  having  an 
interest  therein  an  opportunity  to  re¬ 
quest  a  hearing.  A  written  request  for 
a  hearing  has  been  received  by  the  Com¬ 
mission. 

The  Commission  deems  it  necessary 
and  appropriate  that  a  hearing  be  held 
for  the  purpose  of  determining  whether 
it  should  vacate  the  temporary  suspen¬ 
sion  order  or  enter  an  order  of  perma¬ 
nent  suspension  in  this  matter. 

It  is  hereby  ordered,  Pursuant  to  Rule 
261  of  the  general  rules  and  regulations 
under  the  Securities  Act  of  1933,  as 
amended,  that  a  hearing  be  held  at  10:00 
ajn.,  Pa.t.,  on  February  17,  1964,  at  the 
Los  Angeles  Branch  Office  of  the  Com¬ 
mission,  Room  309,  Guaranty  Building, 
6331  Hollywood  Boulevard,  Los  Angeles 
28.  California,  with  respect  to  the  mat- 
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ten  set  forth  in  section  n  of  the  Com¬ 
mission’s  order  dated  December  18, 1963, 
which  temporarily  suspended  the  Regu¬ 
lation  A  exemption  of  Homestead  Gold 
Exploration  Corporation,  without  preju¬ 
dice,.  however,  to  the  specification  of 
additional  issues  which  may  be  presented 
in  these  proceedings. 

It  is  further  ordered.  That  Irving 
Schiller,  or  any  other  officer  or  officers 
of  the  Commission  designated  by  it  for 
that  purpose,  shall  preside  at  the  hear¬ 
ing  and  any  officer  or  officers  so  desig¬ 
nated  to  preside  at  any  such  hearing 
are  hereby  authorized  to  exercise  all  of 
the  powers  granted  to  the  Commission 
under  sections  19(b) ,  21  and  22(c)  of  the 
Securities  Act  of  1933,  as  amended,  and 
to  hearing  officers  under  the  Commis¬ 
sion’s  rules  of  practice. 

It  is  further  ordered,  That  the  Sec¬ 
retary  of  the  Commission  shall  serve  a 
copy  of  this  firder  by  registered  mail  on 
Homestead  Gold  Exploration  Corpora¬ 
tion;  that  notice  of  the  entry  of  the  order 
shall  be  given  to  all  persons  by  general 
release  of  the  Commission  and  by  pub¬ 
lication  in  the  Fediral  Register.  Any 
person  who  desires  to  be  heard  or  other¬ 
wise  wishes  to  participate  in  the  hearing 
shall  file  with  the  Commission  on  or  be¬ 
fore  February  13, 1964,  a  request  relative 
thereto  as  provided  in  Rule  9(c)  of  the 
Commission’s  rules  of  practice. 

It  is  further  ordered.  That  Homestead 
Gold  Exploration  Corporation,  pursuant 
to  Rule  7  of  the  rules  of  practice  of  the 
Commission  (17  CFR  201.7) ,  shall  file  an 
answer  to  the  allegations  set  forth  in 
section  n  of  the  Commission’s  order 
dated  December  18,  1963.  Such  answer 
shall  be  filed  in  the  manner,  form  and 
within  the  time  prescribed  by  17  CFR 
201.7  and  shall  specifically  admit  or  deny 
or  state  that  Homestead  Gold  Explora¬ 
tion  Corporation  does  not  have,  and  is 
unable  to  obtain,  sufficient  information 
to  admit  or  deny  each  of  the  allegations 
set  forth  in  section  n  of  the  Commis¬ 
sion’s  order  dated  December  18,  1963. 

Notice  is  hereby  given  that  if  Home¬ 
stead  Gold  Exploration  Corporation 
falls  to  file  an  answer  pursuant  to  17 
CFR  201.7  within  fifteen  days  after  serv¬ 
ice  upon  it  of  this  notice  and  order  for 
hearing,  the  proceeding  may  be  deter¬ 
mined  against  Homestead  Gold  Explo¬ 
ration  Corporation  by  the  Commission 
upon  consideration  of  this  notice  and 
order  for  hearing  and  said  allegations 
in  section  n  of  the  Commission’s  order 
dated  December  18, 1963,  may  be  deemed 
to  be  true. 


By  the  Commission. 

[SEAL]  ORVAL  L.  DUBOIS, 


[F.R.  Doc. 


Secretary . 

64-927;  Filed,  Jan.  29,  1964; 
8:47  ajn.j 


[File  No.  811-268] 

INSURANSHARES  CERTIFICATES  INC. 


Notice  of  Filing  of  Application  for 
Order  Declaring  That  Company  Has 
Ceased  To  Be  an  Investment  Com¬ 
pany 

January  24, 1964. 

Notice  Is  hereby  given  that  Insuran- 
ahares  Certificates  Incorporated  (“appli¬ 


cant”),  312  Keyaer  Building,  Baltimore 
2,  Maryland,  a  Maryland  corporation 
and  a  management  closed-end  non. 
diversified  investment  company  regis- 
tered  under  the  Investment  Company 
Act  of  1940  (“Act”),  has  filed  an  apph- 
cation  pursuant  to  section  8(f)  of  the 
Act  for  an  order  declaring  that  appli¬ 
cant  has  ceased  to  be  an  investment 
company  as  defined  in  the  Act.  All  in¬ 
terested  persons  are  referred  to  the  ap¬ 
plication  on  file  with  the  Commission 
for  a  complete  statement  of  the  repre¬ 
sentations  therein  which  are  summa¬ 
rized  below. 

Applicant  represents  that  on  Decem¬ 
ber  7,  1962,  the  stockholders  of  the  cor¬ 
poration  adopted  a  plan  of  liquidation 
and  dissolution  (“plan”)  and  that  on 
December  31,  1962,  Articles  of  Dissolu¬ 
tion  were  filed  with  the  Maryland  State 
Department  of  Assessments  and  Taxa¬ 
tion,  after  which  the  assets  were  distrib¬ 
uted  in  accordance  with  the  terms  of  the 
plan  to  the  shareholders  who  sur¬ 
rendered  their  certificates.  Assets  pres¬ 
ently  held  for  the  shareholders  who  have 
not  surrendered  their  certificates  have 
been  converted  into  cash  and  an  aggre¬ 
gate  of  $71,332.08  is  being  held  for  48 
shareholders  who  own  an  aggregate  of 
1,244  shares  of  the  liquidated  company, 
These  assets  are  held  by  Mr.  Charles  G. 
Page  who  was  appointed  Receiver  of  such 
amount  in  a  proceeding  entitled  “In  the 
Matter  of  Unlocated  Shareholders  of 
Stock  of  Insuranshares  Certificates  In¬ 
corporated,  a  Maryland  Corporation”  in 
the  Circuit  Court  of  Baltimore  City  on 
October  17, 1963.  The  Receiver  will  hold 
this  amount  subject  to  the  Court’s  order 
for  distribution  in  accordance  with  the 
plan. 

In  addition,  the  Morgan  Guaranty 
Trust  Company  of  New  York,  as  custo¬ 
dian,  holds,  in  the  form  of  short-term 
government  bonds  and  a  small  cash  de¬ 
posit,  the  sum  at  $80,506.98  which  is  re¬ 
served  until  the  final  audit  of  the  com¬ 
pany’s  income  tax  returns.  To  the  ex¬ 
tent  not  required  for  payment  of  taxes, 
this  amount  will  be  distributed  to  the 
shareholders  of  the  company. 

Section  8(f)  of  the  Act  provides,  in 
pertinent  part,  that  when  the  Commis¬ 
sion,  on  application,  finds  that  a  regis¬ 
tered  investment  company  has  ceased  to 
be  an  investment  company,  it  shall  so 
declare  by  order  and  upon  the  taking 
effect  of  such  order,  the  registration  of 
such  company  shall  cease  to  be  in  effect. 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than  Feb¬ 
ruary  12,  1964  at  6:30  p.m.,  submit  to 
the  Commission  in  writing  a  request  for 
a  hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in¬ 
terest,  the  reason  for  such  request  and 
the  issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  com¬ 
munication  should  be  addressed:  Secre- 
•  tary,  Securities  and  Exchange  Commis¬ 
sion,  Washington,  D.C.,  20549.  A  copy 
of  such  request  shall  be  served  person¬ 
ally  or  by  mail  (air  mail  if  the  person 
being  served*  is  located  more  than  500 
miles  from  the  point  of  mailing)  upon 
applicant.  Proof  of  such  service  (by  af¬ 
fidavit  or  in  case  of  an  attorney-at-law 
by  certificate)  shall  be  filed  contempo¬ 
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raneously  with  the  request.  At  any  time 
after  said  date,  as  provided  by  Rule  0-5 
of  the  rules  and  regulations  promulgated 
under  the  Act,  an  order  disposing  of  the 
application  herein  may  be  issued  by  the 
Commission  upon  the  basis  of  the  show¬ 
ing  contained  in  said  application,  unless 
an  order  for  hearing  upon  said  applica¬ 
tion  shall  be  issued  upon  request  or  upon 
the  Commission’s  own  motion. 

For  the  Commission  (pursuant  to  dele¬ 
gated  authority). 

[SEAL]  ORVAL  L.  DuBOIS, 

Secretary. 

[PA  Doc.  64-028;  Filed,  Jan.  20,  1964; 
8:47  un.] 


INTERSTATE  COMMERCE 


FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

January  27, 1964. 

Protests  to  the  granting  of  an  applica¬ 
tion  must  be  prepared  in  accordance  with 
Rule  1.40  of  the  General  Rules  of  Prac¬ 
tice  (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

Long-and-Short  Haul 

FSA  No.  38778 :  Soda  ash  to  Grasselli, 
tiJ.  Filed  by  Traffic  Executive  Asso¬ 
ciation-Eastern  Railroads,  agent  (E.R. 
No.  2700),  for  interested  rail  carriers. 
Rates  on  soda  ash,  in  bulk,  in  covered 
hopper  cars,  in  carloads,  from  Detroit 
and  Wyandotte,  Mich.,  to  Grasselli,  N.J. 

Grounds  for  relief:  Market  competi¬ 
tion. 

Tariff:  Supplement  32  to  Traffic  Exec¬ 
utive  Association-Eastern  Railroads, 
agent,  tariff  I.C.C.  C-383. 

FSA  No.  38779:  Joint  motor  •‘rail 
rates— Eastern  Central.  Filed  by  The 
New  York  Central  Railroad  Company 
(No.  346) ,  for  itself  and  Interested  car¬ 
riers.  Rates  on  various  commodities 
moving  on  less-than -carload  and  any 
quantity  class  rates  over  joint  routes  of 
applicant  rail  and  motor  carriers,  be¬ 
tween  points  in  central  territory,  on  the 
one  hand,  and  points  in  middle  Atlantic 
and  New  England  territories,  on  the 
other. 

Grounds  for  relief;  Motortruck  com¬ 
petition. 

Tariff:  Supplements  45  and  54  to 
Eastern  Central  Motor  Carriers  Asso¬ 
ciation,  agent,  tariff  MF-I.C.C.  217. 

FSA  No.  38780:  Lacquer  solvent  to 
Chicago,  ill.  Filed  by  Southwestern 
Freight  Bureau,  agent  (No.  B-R501),  for 
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interested  rail  carriers.  Rates  on  lac¬ 
quer  solvent,  in  tank  car  loads,  from 
Sterlington,  La.,  to  Chicago,  HL  (appli¬ 
cable  only  for  delivery  on  railroad  tracks 
serving  the  Lake  River  Terminal  (Har¬ 
lem  Ave.) ,  Chicago  Sanitary  and  Ship 
Canal) . 

Grounds  for  relief:  Market  competi¬ 
tion. 

Tariff :  Supplement  295  to  South¬ 
western  Freight  Bureau,  agent,  tariff 
I.C.C.  4064. 

By  the  Commission. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[F.R.  Doc.  64-933;  Filed,  Jan.  29.  1964; 

8:48  a.m.] 

[Ex  Parte  No.  241] 

INVESTIGATION  OF  ADEQUACY  OF 

RAILROAD  FREIGHT  CAR  OWNER¬ 
SHIP,  CAR  UTILIZATION,  DISTRIBU¬ 
TION,  RULES  AND  PRACTICES 

January  20, 1964. 

Division  3  having  under  consideration 
the  instructions  contained  in  Appendix 
B  to  the  order  dated  December  20,  1963, 
(29  FR.  119)  instituting  this  proceeding, 
and  being  of  the  view  that  certain  clari¬ 
fication  is  necessary: 

It  is  ordered.  That  Revised  Appendix 
B,  attached  hereto,  shall  be,  and  it  Is 
hereby,  substituted  for  the  above-men¬ 
tioned  Appendix  B. 

It  is  further  ordered.  That  the  filing 
date  of  March  1,  1964,  specified  In  the 
order  of  December  20,  1963,  be,  and  It 
Is  hereby,  changed  to  April  1,  1964. 

And  it  is  further  ordered.  That  a  copy 
of  this  order  shall  be  (1)  served  upon 
each  respondent,  (2)  posted  in  the  office 
of  the  Secretary  of  the  Commission,  and 
(3)  delivered  to  the  Director,  Office  of 
the  Federal  Register,  for  publication  in 
the  Federal  Register. 

Note:  A  correction  sheet  for  Appendices 
A,  O,  and  D.  filed  as  part  of  the  original 
document. 

By  the  Commission,  Division  3. 

[seal]  Harold  D.  McCoy, 

Secretary. 

Revised  Appendix  B 

Period  to  be  covered  by  record  of  car  han¬ 
dling  shall  be  for  a  period  of  6  weeks,  by 
weeks,  beginning  with  the  week  ending  Oc¬ 
tober  5,  1963  through  the  week  ending  No¬ 
vember  2, 1963. 

If  peak  loading  occurred  on  your  line  dur¬ 
ing  a  6- week  period  other  than  that  desig¬ 
nated  herein,  furnish  weekly  loading  data  for 
that  peak  period  also  as  required  by  Item  1. 
Answers  to  questions  2  to  5  Inclusive,  need 
•over  only  the  6  weeks  ended  November  2. 


1.  Number  of  revenue  can  loaded  each 
week  for  the  period  specified. 

(a)  All  care  loaded  with  revenue  or  non¬ 
revenue  freight  for  roadhaul  or  lntratermlnal 
or  Intertermlnal  movement,  including  can 
originated  in  a  switching  district  on  connect¬ 
ing  lines  and  received  for  roadhaul  move¬ 
ment. 

(b)  Originated  on  dependent  short  lines 
(not  Included  in  (a) ) . 

(c)  Should  include  only  can  used  In  inter¬ 
change,  which  are  loaded  for  switch  move¬ 
ment  within  a  terminal. 

2.  Show  number  of  foreign  can  loaded  and 
Included  in  total  loadings  during  peak  week. 

3.  Actual  average  dally  shortage  of  can 
for  each  of  the  5  weeks  oovered  in  Item  1(a) . 
The  shortage  at  all  stations  for  each  work¬ 
ing  day  (Monday  through  Friday)  totaled  for 
the  entire  railroad  and  divided  by  6  should 
be  reported  as  the  average  daily  shortage  for 
each  of  the  5  weeks.  The  number  of  can 
so  reported  must  not  exceed  one-fifth  of  the 
net  additional  number  of  can  that  could 
have  been  loaded  (had  ample  car  supply  been 
available)  over  and  above  number  that  were 
actually  loaded. 

4.  Express  In  percentage  any  anticipated 
Increase  or  decrease  In  requirements  for 

\  can  during  same  5-week  period  of  1964  as 
used  in  this  study. 

5.  Number  of  serviceable  can  separated  be¬ 
tween  system,  foreign  and  private  (can  used 
in  interchange)  on  line  on  the  first  day 
of  October  and  on  the  first  day  of  Novem¬ 
ber  1968. 

Equipment  statistics. 

1.  Ownership  of  can  as  of  January  1,  1964 

(a)  System  can  in  unserviceable  condi¬ 
tion  as  of  January  1, 1964.  » 

(b)  System  can  held  awaiting  dismantl¬ 
ing  or  retirement  as  of  January  1,  1964  (In¬ 
cluded  In  1(a) ). 

(c)  Number  of  can  given  heavy  repair 
during  period  of  January  1  to  December  SI, 
1963. 

2.  Installation  of  cars  during  period  Jan¬ 
uary  1  to  December  31,  1963. 

(a)  New  can  purchased  or  leased.* 

(b)  Rebuilt. 

(c)  Otherwise  acquired.  Including  can  re¬ 
classified,  returned  from  lease  or  purchased 
secondhand. 

3.  Retirements  of  can  during  period  Jan¬ 
uary  1  to  December  31,  1963. 

(a)  For  demolition  or  sale. 

(b)  For  rebuilding. 

(c)  Pot  reclassification  or  lease  to  others. 

4.  Estimated  installation  of  can  during 
12-month  period  ending  December  81,  1964 

(a)  New  can  purchased  or  leased. 

(b)  Rebuilt. 

(c)  Otherwise  acquired.  Including  can  re¬ 
classified,  returned  from  lease  or  purchased 
secondhand. 

6.  Estimated  retirements  of  can  during 
12-month  period  ending  December  31,  1964 

6.  Estimated  ownership  of  can  as  of  Jan¬ 
uary  1, 1965. 

(a)  Total  ownership. 

(b)  System  bad  orden. 

(c)  Total  serviceable  ownership. 

[FR.  Doc.  64-634  Filed,  Jan.  39,  1964; 

8:49  am.] 

1  Long-term  lease. 
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CUMULATIVE  CODIFICATION  GUIDE^-JANUARY 
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